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BRITISH REFUSAL 
TO RESTORE THE 
GERMAN COLONIES 


Mr. A. 45 Balfour States That 
Under No Circumstances Is 
~ Tt Consistent With Security of 


‘Empire to Return Possessions 


--- 


Special cable to The Christian Science 
Monitor from its European B ireau 
LONDON, England (Wednesday)— 

Mr. A. J. Balfour, speaking as the 
guest of the Australian Luncheon 
Club, agreed with the chairman that 
though the end of the war was not 
yet, the end was in sight. They had 
no right to suppose, he said, that their 
enemies, or fhe most formidable of 
them, were crumbling before the 
united strength, moral and material, 
of the associated powers, but he 
thought they had entered on a phase 
of the strugzle in which there would 
be ng reversal of their fortune, and 
that they would, after the common ef- 
fort, enjoy in common the fruits of 
victory. 

Turning to survey the British Em- 
pire, the extremities of which, he ob- 
served, were, like its center, the 
United Kingdom, free _ self-govern- 
ing and autonomous. communities, 
Mr. Balfour declared that the Empire 
was imperial, but not imperialistic, 
and he, for his part, was never going 
to be ashamed of the former adjective, 
whatever might be said of the latter. 
In his view, the British Empire had 
almost unconsciously, as had hap- 
pened always before to their race, or 
half unconsciously, now engaged in 
the greatest political experiment the 
world had ever seen. 

The United States of America might 
have a prior claim to the title .of 
United States, and that title would, for 
all time, be associated with that great 
free community, but in fundamental 
ideas and in grammar, the British 
Empire was more an empire of united 
states than the United States itself. 

They all knew the various units 
of that great republic were under the 
‘control of the Central Government of 
Washington, and had a common Legis- 
lature which could, within certain 
limits, control the destinies of the 
whole of that great continent. No 
such experiment was open to the 
British people, simply or largely for 
geographical reasons. There could 

~ not be precisely and exactly the same 
relations between Westminster and, 
say, Sydney, or Wellington, as be- 
~~ tween Washington and San Francisco, 
¥ or any other of the great cities of the 

United States. Hence, owing to the 

distribution of the British Empire’s 

territories, there have been thrown 

upon them throughout the Empire a 

great political responsibility-and a 


new political task unparalleled in the 


world’s history, and the question was, 


heights required of that great respon- 
sibility? 

If they were to do so, two conditions 
must be fulfilled. One was material. 
The communications uniting them all 
together were sea communications, and 
in no circumstances could they risk 
that those great arteries should be 
severed by any foe, whoever he might 
be. “It is from that point of view, 
mainly, though certainly not wholly,” 
Mr. Balfour said, “that I, individually, 


'* speaking for myself, face the problem 


of the German colonies. If those col- 
onies are returned, what security is 

. there? What security can there be 
s that they will not be used by their 
original possessors as bases for prac- 
tical warfare? I have given long and 
anxious thought to this question, and 
have seen no answer to it except the 
answer I am confident all of you in 
this room will give,—that under no 
circumstances is it panos get with the 
safety, security, or unity, of 
ish Empire that the German colonies 
should be returned to Germany. 

“And, gentlemen, please note, this 
doctrine which you have approved just 
now by your applause, is no selfish or 
imperialistic doctrine. It is one in 
the interests of the whole civilized 


(Continued on page two, column six) 


the Brit-: 


ALLEGED BOLSH EVIKI 
ARE FOUND GUILTY 


Special te The Christian Scjence Monitor 
from its Eastern Bureau 

a 6 Y.~Phe ‘jury in the 

riet court. Feturned ‘a ver- 


NEW Y¥: 
federal 
dict of guilty on the four counts in 
the indictment charging violation of 


the Espionage Act by Molly Steimer, : 


Sam Lipman, Jacob Abrams, Hyman 
Lachowsky¥and Hyman Rozarsky, said 
to be Bolsheviki. 
declared not guilty and . discharged, 
The five were remanded for sentence, 
on Friday. 

They were charged with circulating 
seditious 4 jiterature. 


VISCOUNT MILNER’S 
SPEECH CRITICIZED 


Australian Prime Minister Denies 
War Miunister’s - Statement 
That German People Were 
Led Unwillingly Into War 


~— 


Special eaBie to The Christian Science 
Monitor from its European Bureau 
LONDON, England (Wednesday)— 

A mass meeting convened by the Na- 

tional Democratic and Labor Party 

was addressed by Mr. W. M. Hughes, 

Prime Minister of Australia, at West- 

minister ‘Yesterday. ~ 

“Viscount Milner told us the other 
day,” said My.. Hughes, “that the Ger- 
man people dre not in,Jove with mili- 
tarism, that they have: been led into 
this awful war against their will, that 
we ought not to be in too great a 
hurry to denounce the new German 
rézime as a sham. 

“Viscount Milner. described the 
Reichstag as the popularly elected na- 
tional assembly of Germany, a most 
felicitous expression. 

“Certainly we should not hurry to 
denounce the new régime, we should 
do it so deliberately, and in such fash- 
ion, that even the Germans shall -.un- 
derstand that we have.mo doubt what- 
ever that it is a.sham and nothing 
else. It has not deceived President 
Wilson and the people of America, it 
has not deceived the ple of France, 
or of Britain, or of any of the Allies, 
nor will it do so.’ 

Speaking of the peace problbms in 
relation to the British Empire and 
labor, Mr. Hughes declared that the 


solidarity of the Empire, which was a's 


league of nations, depended not only 
on the strength of the.racia] ties, tra- 
ditions, language, and bends spring- 
ing from common sacrifice, but also on 
trade and defense. 

“If we want the Empire to stick to- 
gether,” he said, “we mu&st trade with 
one another and must be able to de- 
fend one another.” 

Having insisted on the immediate 


{need of organization\ for peace, Mr. 


Would they be able to rise to the | Hughes proposed a resolution favor- 


ing the support of the allied govern- 
ments in all necessary steps to insure 
restitution and reparation from the 
enemy and guarantees for civilization 
in a just, safe, and lasting peace. The 
resolution was passed unanimously. 


ARMY DEFICIENCY 
BILL PASSES SENATE 


United Press via The Christian Science 

Menitor Leased Wires 
‘ WASHINGTON, D. C.—The Senate 
late on Thursday passed the army 
deficiency bill. It will go to confer- 
ence at once, and may. reach the 
President for his signature on Friday 
night. - 

The bill carries $6, 345, 523,688, which 
is only a slight decrease from the 
original House draft. The Senate 
Committee agreed to an appropria- 
tion of $500,000 for interstate quaran- 
tine service by the Public Health 
Seryice, and $200,000 additional for 
contingencies of the army. Also a 
section amending the Trading With the 
Enemy ‘Act so as to givé to the Alien 
Property Custodian authority to take 
over property held by an enemy or an 
ally of an enemy not holding a license 
with the United States, was inserted. 
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Gabriel Prober was | | 
Special to The Christian Science Monitor 


BOUNDARY CLAIM 
QUESTION BARRED 


Democratic Mid-European Con- 
ference, Says Dr. Masaryk, Is 
Not the Place to Settle This 
Dispute —— President Thanked 


_ PHILADELPHIA, Pa.—Thursday’s 
deliberations of the delegates of the 
Democratic Mid-European Union, com- 
posed of the Slavic groups, together 
with Italian Irredentists and others of 
the struggling nations who have long 
suffered from Austrian and Teutonic 
misrule, ended with an impassioned 
address embodying the Jugo-Slavic 
claims as against those of the Ital- 
ian Irredentists, by Dr. Hinko Hin- 
kovich, who represents the Jugo- 
Slavs. He was taken to task on 
a number of occasions by Giovanni 
Alamagia, the Italian Irredentist rep- 
resentative, and it looked for a time 


as though the discussion might get 
beyond Dr. T. G. Masaryk, leader of 
the Tzecho-Slovaks, who is presiding 
at the sessions. Dr. Masaryk finally 
announced that such questions should 
no lenger come before the delegates 
in formal meeting, but should be de- 
cided in committee. 

Dalmatia and the .islands which 
Dr. Hinkovich claims as Jugo-Slavic 
loomed up large in his argument, 
and he attempted to shove that 
not only by settlement, but for his- 
torical and cultural reasons, both Dal- 
matia and the island groups are in- 
trinsically Jugo-Slavic. He even went 
so far as to state that if, in the re- 
construction, Dalmatia became a part 
of Italia Irredenta, the Italians would 
require the presence of a large stand- 
ing army continually engaged in hold- 
ing it. It was Dr. Hinkovich’s con- 
tention that the Italian wanted to kill 
all commercial monopoly and make 
the Adriatic Sea “an Italian lake.” In 
making his argument, Dr. Hinkovich 
quoted freely from the news columns 
of The Christian Science Monitor 
dealing with the Treaty of London and 
the conference in Rome. He _ also 
stated that the latter was not officially 
recognized by the Italian Government. 
Although the delegates were received 
by Italy’s ruler, it was, he said, rather 
“private” than official. 

One of the first acts of the dele- 
gates in Thursday’s sessions was the 
sending of a message to President 
Wilon expressing the gratitude of the 
oppressed ‘peoples they represented, 
“for his sympathy in our cause and, 
for his political wisdom in our be- 
half,” and pledging “complete support 
to his lofty principles.” On the ar- 
rival of the delegates at the hall, 
they were greeted with the first sight 
of.the “Liberty Bell,” which is to be 
rung on Saturday when their new 
declaration of independence is read. 
Contrary to comment that has been 
made, this bell is not a replica of the 
old Liberty Bell. It conforms in gen- 
eral to its shape, and is, in a general 
way, like it, but it is far from being 
an exact replica, exclusive of the 
elimination of the crack itself. 

When Thursday’s session began, it 
Was announced that all. discussions 
would be carried on in English. Out- 
lining the day’s work, Dr. Masaryk 
stated that one of the most important 
matters that would come before the 
body would be the question as to the 
determination of the political bounda- 
ries of the countries involved, after in- 
dependence had been established. This 
will be determined by four factors, 
viz.: those of language, economic 
exigencies, military necessities, and 
religious considerations. “We must 
determine, in discussing language 
problems,” said Dr. Masaryk, “what 
shall be the language of the court and 
of the schools, and the parliamentary 
tongue. Germany will think of all 
these small details when the time 
comes for boundary determination, 
and we must be prepared to meet 
them. She will make capital out of it 
if possible. 

“Then there is the matter of official 
statistics. These must be carefully 
collected and guarded. Germany will 
not neglect these details.” 

Dr. John Szlupas then spoke for the 
Lithuanians. “Lithuania,” he _ said, 
“took sides with the Allies as soon as 
war was declared. In devastating 
Lithuania, the Germans even destroyed 


5\ithe beehives, and trees in the or- 


chards.. The United States hurt the 
cause of Lithuania very much by not 
recognizing her as. an independent 
state. The Germans said to us: ‘See, 
not even the Allies recognize you, so 
what standing have you?’ 

“But our people all look to Presi- 


dent Wilson as the man who will yet 


lead them to freedom and. self- 
determination. ; Lithuania stands now, 
and always has stood,-for the forma- 
tion of a republic.” . 

Discussion as to whether a repub- 
lic’ot a limited monarchy is the better 


.,|form of government occupied a great 


deal of the time of the forenoon ses- 
sion. Christos Vassilakaki, the Greek 
representative, argued in favor of the 
latter, formed on the general funda- 


‘+mentals of the English and Italian 


monarchies, but claimed that Greece, 


‘at present, is in reality a true form 


of democracy. Hinko  Hinkovich 
elicited hearty approval when he de- 
clared for a union of Slovaks, Croa- 
tians and Serbs, without regard to 
present boundary lines. He proposed 
a federation of self-governing units, 


rather than a centralized power, with : 


complete recognition as to language 
masraicaee on page four, column six) 


“United Press 


KING ALBERT TALKS 
ON BELGIUM'S EFFORT 


Special cable to The Christian Science 
Monitor from its European. Bureau 
PARIS, France (Wednesday)—King 

Albert, in an address to French jour- 
nalists, expressed his happiness..at 
receiving them now, ashe often hadin 
less sunny hours. The victories of 
the allied soldiers were the reward of 
that faith in victory which had never 
weakened. “You can tell .the world,” 
said the Belgian King, “how tenac- 
iously the Belgian people resisted all 
the efforts of the invaders, despite 
four years of captivity. Give your 
impressions! They will be the finest 
praise to a people who have always 
loyed truth.” 

The Echo de Paris correspondent 
remarked that it-would be a great day 
which saw His Majesty’s entry into 
Brussels. . 

“We must wait a little,” the King 
replied. “Brussels is still far away, 
and the Schelde is between us.” 


RESPONSIBILITY FOR 
DISASTER IN ITALY 


Chairman of American Socialist 
and Labor Commission There 
Declares That Many Priests 
Were Punished for Débacle 


Special to The Christian Science Monitor 
from jits Western Bureau 


MILWAUKEE, Wis.—Evidence in 
support of the disclosures made in 
The Christian Science Monitor con- 
cerning the responsibility of the Cleri- 
cal element in Italy for the disaster 
by which the Italian Army lost all it 
had ‘gained in many months of war- 


fare, came to the notice of A. M. 
Simons while he was in Italy as chair- 
man of the American Socialist and 
Labor Commission. Mr. Simons stated 
it was recognized that The Christian 
Science Monitor was the only Ameri- 
can newspaper which had revealed 
the truth in this affair. 

“A Roman Catholic priest whom I 
found in the army told me that as 
many priests as Socialists had been 
punished for the disaster at Capo- 
retto,” said Mr. Simons. “He narrated 
how many priests, before that battle, 
had told the women of their congre- 
gations that if they wanted their hus- 
bands and brothers at home, to write 
them to lay down their arms and come 
home. When, the battle began, these 
soldiers tried to do that very. thing: 

“Many of the letters written by the 
| women at the suggestion of the priests 
were found On the men after the bat- 
tle, my informant told me. The Iet- 
ters, I understand, were used as 
evidence at the investigation into the 
causes. of the disaster. They were 
recognized as important evidence of a 
Clerical conspiracy to break the mo- 
rale of the Italians. 

“IT talked with Socialists who were 
under sentence for their part in the 
disaster, and thus I know that such 
an investigation was held and punish- 
ment meted out.” 

Asked Why the Clericals had taken 
the stand they did, Mr. Simons said that 
it was fairly well understood in Italy 
that the Vatican was pro-Austrian be- 
fore the United States entered the 
war. At that time there seemingly 
was a change. But many of the 
priests remained openly pro-Austrian | 
and continued their work in breaking 
down the Italian morale. 


AEROPLANES DROP 
PATRIOTIC BOMBS, 


Special to The Christian Science Monitor 
from its Washington Bureau 

WASHINGTON,. D. C.—The_ con- 
struction division is going to make 
use Of aeroplanes in distributing its 
patriotic literature among the 200,000 
workmen employed on its 398 jobs. 

On Thursday an officer of the con- 
struction division left. Washington in 
an aeroplane for Camp Meade and 
“bombed” the workmen who are occu- 
pied on an extension to that camp, 
which consists of a signal corps 
school camp. 

The division has made arrangements 
with the division of military aero- 
nautics for the necessary planes, which 
will pass Over each group of war 
workers as soon as routed. The next 
camp to-be “bombed”. will oe Camp 
Humphreys. 

Two of the “bombs” read: “The 
quick finish of this job here wil? help 
Unele Sam (to finish the Kaiser over 
there.” “Our -hammers, trowels and 
saws are as necessary here as are 
guns, grenades and bayonets at the 
front. Neither must be idle.” 


MORE SENATE DELAY 
ON PROHIBITION 


via The Ee Re Science 
Monitor Leased Wires 

WASHINGTON, D. C. — War-time 
prohibition was put off until after 
election on Thursday, when the Senate 
agreed to a further conference with 
the House on the Food Stimulation 
Bill, to which prohibition is a rider. 
House and Senate wets now plan to 
prevent the filing of a conference re- 
port until after the congressional] re- 
cess, which ends on Nov. 12. 


DRAFT TREATY RATIFIED 
United Press via The Christian Science 
Monitor Leased Wires 

- WASHINGTON, D. C,—The Senate 
on Thursday ratified the Italian saints 
treaty. 


PEOPLE TO DECIDE: 
GERMANY’S FATE 


Washington So Regards the Sit- 
uation Developed by the Pres- 
ident’s Alternative — Note 
pores in. United States 


Special to The Christian Science Monitor 
_. from its Washington Bureau 
WASHINGTON, D. C.—Advices re- 

ceived here on. Thursday from all sec- 
tions of the country indicate that the 
people of the United States have given 
their full approval to the answer 
made by President Wilson to Ger- 
many’s peace appeal. . His declaration 
that there can be no. armistice that 
will leave a possibility of a renewal 
of the conflict by Germany, and the 
stand taken that unless the German 
people themselves are assured of con- 
stitutional standing as the real rulers, 
the United States must demand an un- 
conditional surrender, are indorsed 
by all here. 


the situation, as to what action Ger- 
many might take if the decision is 
reached by Berlin to submit the armi- 
stice proposal to the military com- 
manders, as the President, declares 
must be done. It is explained that the 
move would have to be made by:the 
German military command, and would 
take the form of a flag of truce under 
which the first negotiations would be 
sought with Marshal Foch. 

The reply having been sent on its 
way, the attitude of the administration 


in the form of action by Germany. 
What this action will«be, it is antici- 
pated, will be well indicated by events 
in Germany after the President’s note 
has been delivered. 


As the Allies, it is well understood, 
are in perfect accord with the stand 
taken by the President, it is generally 
conceded that the German people 
themselves are now squarely face to 
face, with winter close at hand, with 
the alternative of deposing the present 
rulers in accordance with the condi- 
tions set forth in the President’s note 
in lieu of a surrender to the Allies, 
or of going through a fifth winter of 
war, with the certainty of+ invasion 
and a complete military defeat next 
year. This, in effect, the President 
has told them, and their future rests 
‘in their own hands, depending upon 
the decision they shall make. 

Neither Secretary Lansing nor other 
Officials of the State Department 


| would make any comment upon the. 


note on Thursday, poitting to the 
document itself as self-explanatory. 
Officials feel, however, that if any no- 
tion has lurked in the an thought 
that the President has not been in 
earnest in his insistence that the pres- 
ent rulers of Germany must go be- 
cause no dependence can be placed 
upon their word, that thought should 
now be completely dispelled. 


Autocracy’s Hand Forced 


Important Developments Expected. to 
Follow Receipt of Note 


from its Washington Bureau 


WASHINGTON, D. C.—That the 
President’s note dispatched to the 
German Government on Wednesday 
| night has clarified the situation and 
| made plainer to that government and 
| the people over which it rules the 
unalterable purpose .of the United 
‘States and its allies to insist on a 
|military surrender, was the opinion 
expressed on Wednesday by senators 
‘and congressmen of all shades of 
opinion. While it is true that differ- 
ent interpretations were put on differ- 
ent phases of the President's note, 
there was general eoncurrence that 
the President’s delegation of the ques- 
tion of an armistice ‘to the military 
authorities and the commanders of the 
armies in the field was eminently 
sound and in conformity with the 
wishes and the highest instincts of 
the people. 

Many senators of high standing, it 
is true, were rather inclined to the 
belief that discussion with Berlin 
should be peremptorily closed, as 
the President’s previous note was a 
“decision,” but criticism was com- 
pletely disarmed by the assurance 
now given .to the country that. the 
military advantages now possessed by 
the Allies and the United States 
would not. be jeopardized or the Ger- 


} man military machine given an oppor- 


tunity to intrench itself for further 
defense through the interference of 
diplomatists with the military situa- 
tion. 

Important developments 
pected when the President’s note 
reaches the German- people. The 
President’s insistence on the impos- 
sibility of treating with German mili- 
tary autocrats on any terms. but terms 
of complete surrender will, it was 
pointed: out, bring home to them the 
truth of their opponents’ conviction 
that the destinies of Germany.are still 
in. the hands of those “who willed 
the war.” : 

In expectation of significant. hap- 
penings, Senator Hitchcock, of Neb- 
raska, chairman of the Senate Foreign 
Relations , Committee, has requested 
Robert Lansing, Secretary of State, to 
submit to the committee the texts of 
all- the communications regarding 


are  e@xX- 


_ | peace and an armistice exchanged be- 


tween Germany. and the United States. 
- Much interest ts manifested in con-} 
gressional circles as to what terms/ 
the military authorities will dietate to 
insure and s ard the supremacy 


xContiongt on are four, column tfiree). 


|an address by M. Boret, the French 


The question has arisen, in view of | 


now will be one of waiting for results 


Special to The Christian Science Monitor 


of the Allies and enable them to en- politica 
for the 16s spear tick of the icine 


FRANCE. TO NEED 
FOOD SUPPLIES 


Special to The Christian Science oy 
from its Washington Bureau 

WASHINGTON, D. C.—France will 
still have to have help in large meas- 
ure in her food supply for the com- 
ing year, and America will have to 
continue to cut down her normal food 
consumption that France may be sus- 
tained. The United States Food Ad- 
ministrator has received the report of 


Food Controller, delivered in the ; 
Chamber of Deputies, in which he de-| 
clared that the food value of cereals, | 
beans and potatoes in France is below 
that. of those products for last year. | 
M. Boret’s remarks, in part, follow: : 
“It should.be stated clearly that the! 
total nutrition value of the 1918 crop/| 
of cereals, as well as of beans and | 
potatoes, in France, is below the total | 
food value of these products for last | 
year. The wheat crop, fortunately, is | 
larger and of better quality, but the! 
maize, barley, oats, beans and potato, 
crops are considerably smaller. | 
“The potato situation is particularly | 
grave, for whereas the average for the! 
last 10 years is 12,000,000 long tons, | 
this year the potato crop will not ex-' 
ceed 7,500,000 long tons. Despite this | 
shortage, we must supply the atlied | 
troops fighting in our land. We can-. 
not possibly refuse this indispensable 
food to English and American troops, 
— are constantly increasing in num- 
er.” 


EXPECTED BREAK IN 
GERMANIC ALLIANCE 


Defection of Turkey and Austria 
From the Alliance in a Few 
Weeks Is Looked For in 
Well-Informed Quarters 


Special cable to The Christian Science 
Monitor from its European Bureau 


LONDON, England (Wednesday)— | 
The Christian Science Monitor Euro-' 
pean Bureau learns~ that the view is 
held in reliable circles that the defec- 
tion of Turkey and Austria from the 
Germanic alliance may be only a mat- 


ter of a*few weeks, and that the break- 
up of the German armies in western’ 
Europe may occur within a few months | 
as, militarily, a retreat to the Meuse-| | 
Namur-Antwerp line, if such a line’ 
exists, in their present condition, may | 
prove impossible of successful and or- 
derly achievement. 

Even should this line be reached 
‘with armies more or less unbroken, 
the position of the Ardennes immedi- 


‘ish peculiarly difficult. 


DESPERATE BATTLE 
| NOW GOING ONIN 
VALLEY OF SCHELDE 
Struggle Continues for Possession 
of Fortresses of Valenciennes 
and Tournai—British Troops 

Sull Pressing Forward | 


War summary specially written for The 
Christian. Science Monitor 

It is not generally recognized that 
in the fighting in northern France and 
Flanders, . Sir Douglas Haig kas al- 
ready driven the Germans back to the 
line of the Schelde, which, together 
with that of the Meuse, is their strong- 
est remaining defensive line short of 
their own frontier. When General 
Pershing overcomes the tremendous 


| resistance. of the Germans in the re- 
‘gion of Sedan, there will be nothing 


left for them but a retreat to these 
two great lines of defense. By that ~ 
time, however, the positions on the 
| Upper Schelde are likely to have given 
way before Sir Douglas Haig’s attack, 
and the line will have to be drawn 
from the Lower Schelde at Antwerp 
direct to the Meuse. 


A Struggle for the Upper Schelde 


What is now going on in the north 
is nothing more or less than a desper- 
ate battle between the British and the 
Germans for the possession of the 
fortresses of Valenciennes and Tour- 
nai which guard the Lower Schelde. 
By cutting the banks of the _ great 
river the Germans have been able to 
| flood the country in every direction, 
/and so make the advance of the Brit- 
In spite of 
this Sir Douglas Haig has forced his 
way into the streets of Valenciennes 
on the west, and is now engaged in 
turning the city from the north and 


‘south as a way of avoiding the diffi- 


culties of the inundated districts and 
the horrors of street fighting in a 
great town. The capture of Valen- 
ciennes will open the direct road to 
Mons, whilst the turning of the fort- 
ress on the south, in the direction of 
le Quesnoy, will open another road to 
the fortress of Maubeuge. Because of 
this the resistance of the Germans is 
proving desperate. Nevertheless the 
| British are steadily, if slowly, creep- 
ing round the town, and once the ave- 
nues to the rear begin to be closed, 
there will be nothing for it but evac- 
uation. 


The Struggle on the Meuse 


‘All this time the battle on the Meuse 
goes steadily on. General Pershing is 


ately east of the Meuse makes the 
position pregnant with difficulties. | 
The Germans, it is contended, are! 


too practical to miss the significance | 


of the outlook, and must long since’ 
have seen the handwriting on the 
wall. It is contended that the Ger- 
man leaders realize what a fight to the 
finish means, and the longer the evil 
day is postponed, the worse the peace 
terms will be. 


Special cable to The Christian Science 
Monitor from its European Bureau 


PARIS, France (Wednesday )—Gen- 
eral Cherif Pasha writes to Le Matin 
deprecating the misplaced confidence 
in the new Turkish cabinet. Constan- 
tinople’s effort, he says, is to dupe the 
Entente by a make-believe political 
face-about. It is evident, after so 
many political mistakes and crimes 
committed during the last ten years 


by the Young Turks, a transitional 
cabinet for entering on peace negotia- 
tions is necessary. 

The composition of the present cabi- 
net is not of:a nature to impose con- 
fidence. Izzet Pasha has worked 
ceaselessly for the German cause. 
Fethi Bey, Secretary of the Commit- 
tee of Union and Progress, is an ex- 
treme nationalist, and has a pernicious 
influence on his assdciates. As for 
Djavid Bey, whose intrigues in Paris 
are well Known, some persons still 
consider him Francophile because he 
has deposits in the French banks and 
maintains certain financial relations. 
The mutual. confidence between a 
truly liberal cabinet and the elements 
which will form the new Turkish Em- 
pire, declares Cherif Pasha, can only 
be secured by the total disappearance 
of the Committee of Union and: Prog- 
ress and of the mentality which it has 
produced. 

It would be naive in the @xtreme to 
suppose that -the committee will re- 
sign power as long as it is protected 
by the German fleet. . The. present 
Cabinet will be, as its predecessors, 


the mere tool of Talaat, the absolute! 


master of the committee. 

Cherif Pasha states that segtarian 
nationalism has been one of the chief 
reasons of the dislocation of the Em- 
pire, alienating the sympat of the 
Arabs, Armenians and Albanians: 
therefore the independence or even 
the existence of a new Turkey calls: 
for the bringing to the judgment bar 

of the members of the Committee of 
Union and Progress. 

In spite of the cruel position of Tur- 
key, brought about entirely by both 
the official and the secret govern- 
mental policy, Turkey will be able to 
benefit by President Wilson’s ideas of 
justice and nationality. For the de- 
velopment of Turkey the friendly help) 
of France, Britain, and the United 
States is an essential. condition, and 
for. the accomplishment of the task, 
Turkey is fortunate in possessing in 
the ttew Sultan, Vaha Eddine, a sov- 
ereign of great energy, and - whose 
1 conceptions are a 


battering his way through an ‘im- 
mensely difficult and thickly wooded 
country, literally studded with .ma- 
chine gun nests, held by divisions 
which at any and every expense von 
Ludendorff is bound to keev up to 
their full strength. Any retreat on 
the Germans’ part is, as has been 
pointed out a hundred times, impossi- 
ble. Hold their troops in the line, in 
order to hold the line, they must, and 
so they fight where they are, no mat- 
ter what their losses, for the reason 
that retirement would mean the de- 
struction of the army. 


COMMUNIQUES 


Special cable to The Christian. Science 
Monitor from its European Bureau 
AMSTERDAM, Holland (Thursday) 

—The following German official state- 

ment was issued tonight: 

‘“We have carefully removed valu- 
able works of art from the regions of 
Lille, Cambrai, Douai and Valen- 
ciennes. These will be returned un- 
damaged to their owners at the con- 
clusion of the war. 

“We have sandbagged reliefs in St. 
Pierre church at Douai to protect them 
from destruction.” 

Today’s report says: 

“Belgian inhabitants of Kattestraat 
aided allied troops in an attack on the 
Germans near that village yesterday,” 
the German War Office announced to- 
day. “The attack was repulsed. — 

“On both banks of the Meuse, Amer- 
ican attacks of great extent were de- 
livered from the woods of Banthe- 
ville and north of Cunel. The enemy 
advanced in strong forces, accom- 
panied by tanks, but was repulsed 
with heavy losses under our concen- 
trated. fire. 

“Bast of the Meuse, violent fighting 
for the wooded heights on both sides 
of the Consenvoye-Damvillers road 
continued until evening. After stiff 
fighting our successful counter-attacks 
threw back the Americans, who ad- 
vanced several times.” 


AMSTERDAM, Holland (Thursday) 
—The official communication. issued 
from German general headquarters 
last night says: 

“On both sides of Solesmes and Le 
Cateau we frustrated a -renewed “at- 
tempt of the British to break through. 
‘Violent fighting came to a standstill‘on 
the line of St.. Martin, Neuville, Bous- 
ies, Ors and. Catillon. 

“On the north bank of the Serre, 
on both sides of Vouzieres and west 
of Grand Pre attacks by the French 
broke down, as did also heavy attacks 
by American beens on both banks of 
the Meuse.” 


Special cable to The Christian Science 

) - Monitor from-its European Bureau 
LONDON, England (Thursday) —Sir 

rot ee Haig’s statement tonight fol- 
pee : 

| “This morning the battle front ex- 

tended as far as the Schelde at Thiant. 
““On the whole battle front 
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NEW ZEALAND AIMS : 
TO SUPPRESS DRINK 


Moderates Want National Own- 
ership, but. Business Men's 
League Is United «in Desire 
to Abolish the Liquor Traffic 


et 


METHOD OF Bl 
UTILITIES CRITICIZED 


Rudolph Spreckels Says That 
Proposed Amendment to San 
Francisco Charter Would Un- 
dermine Its Few. Safeguards 


criticized s! sharply -by a majority of the 
newspapers. The extracts from the 
speech circulated by the Wolff Bureau, 
the semi-official news agency, are to| 
some extent ’ garbled, while “other. 
passages so -little ae to} 

what Prince Maximilian said that they| p 

appear to havé been inve! 

The Socialist newspapers, the Zifrich 
dispatch continues, are Particularly 
outspoken. ‘The Frankische Tages- 
post of Nurembérg, Bavaria, says that 
the Emperor must not think the Ger- 
man agen going to continue the 
war for m 8s to please | him. 

Special to “ ” 
Pecirom ies Avarlasias Boreas fig aif S46 Baperor must fol" It adas 
WELLINGTON, wep ‘let him go at’once. rie 

N, Z.— “There can) The correspondent reports that the 
be no third party én such an igsue. Chancellor ‘andthe Pan-Germans ure 


It is right or wrong.” In these - 
words the Business Men’s ‘BM: working actively toward the forma 


‘ministration of state and county af- 
fairs. 

R. E. Shepherd, a prominent citizen 
of Jerome, Idaho, now visiting - in 
Spokane, says that some farmers with 
| socialistic tendencies have joined the 
league because they were convinced 
that its leaders were working for the 
overthrow of the present economic and 
social system, but that these are com- 
paratively few in number; that the 
farmers of Idaho are as a class as|- 
patriotic as any other class of citizens, 
and that many of them are learning 
that the league, instead of being non- 
partisan, is partisan in the rankest 
sense of the term and has been foist- 
ed for the purpose of personal gain. 
He is optimistic of its eventual over- 
throw in Idaho. 


ets ‘s | 


edge of ‘Bois I’Eveque, and captured 

-Ors.: 

“North of this point we are ap- 
the western outskirts of 


| Froygares 
: the Foret de Morell and have captured 
; - Robersart. 


Orch TOURNAI 4 S1euze \ 
“On our right and center our ad- 
vance has been continued success- 
fully in the neighborhood of le Ques- 
noy. 

“We have captured the villages of 
Poix du Nord, Leituileries and have 
progressed forward toward Englefon- 
taine.” 

“We have captured over 7000 pris- 
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Special to Thé Christian Science Monitor 
from its Pacific Coast Bureau a 
SAN FRANCISCO, Cal.—The fact » * vs 
that the purchase of the United Rail- = 
roads of San Francisco by the city is 
practically certain, owing to the rapid 


* ite 


i 


_oners and more than 100, guns.” 


LONDON, England 
Today's official statement follows: 


“Sharp fighting continued yesterday 
afternoon and evening on the battle- 
front south of Valenciennes, Our troops 
drove the enemy from Vendegies- 

au-Bois and captured the villages 
of Neuville, Salesches and Beaudig- 
nies, securing crossings of the Ecailion 


River at the latter place. 


(Thursday )— 
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While the Non-Partisan League is 
largely the issue in Idaho right now, 
says Mr. Shepherd, deeper down in the 
thought of the substantial and de- 
pendable citizen the question of loy- 
alty to the nation is involved. 


“IRISH REPUBLIC” 
REPORT DENIED 


Statement of Recognition by New 


ciency League of New Zealand, which 
is fighting magnificently and so fat 
successfully for prohibition, attacks 
the New Zealand Moderate League, 
which would make national ownership 
of the drink traffic an additional issue. 

The Moderate League, which de- 
clares that it was founded in 1914 to 
“protect the rights of the great third 
party on the liquor question, the mod- 
erate public,” has issued a manifesto 
which states, in part: 

“Prohibitionists propose to put the 


tion of a national defense government. 
He sayaea proclamation to the people 
exhorting them to carry on the war to 
the utmost has been drafted with the 
help of General von Ludendorff, and 
that he understands it will be pub- 
lished‘ as soon as President Wilson’s 
reply has been, received.- It is expect- 
ed in Berlin, the correspondent adds, 
that the President will not allow him- 
self to be flouted and ridiculed by the 
existing German Government. 


expiration of the road’s franchises, 
and that the purchase of the Spring 
Valley Water Company by the city is 
probable, owing to the development of 
the city’s great Hetch 'Hetchy project, 
which will bring water to the bay 
cities from the high Sierras, makes a 
proposed amendment to the San Fran- 
cisco charter, providing a new method 
for the purchase of public utilities by 
the city, to be voted on at the Nov. 5 
election, a matter of great importance, 
the combined value of the two utilities 


BRITISH REFUSAL 
TO RESTORE THE 
GERMAN COLONIES 


(Continued from page one) 


world, which are closely “goncerned, 
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“At the close of the day the enemy 
counter-attacked vigorously opposite 
Vendegies, supporting his infantry 
strong’ y witih artillery fire, and was 
repulsed. 

“This morning the attack was re- 
sumed on the whole front between the 
Sambre-et-Oise Canal and the Schelde. 

“North of Valenciennes -we have 
cleared the enemy from the Forét de 
Raismes and captured the villages of 


por gos being something like $87,000,- 

Commenting on the proposed amend- 
ment, Rudolph Spreckels, who has 
long taken an active interest in Cali- 
fornia public utilities, said to a repre- 
sentative of this paper: “I have never 
observed a more brazen ee than 
is put forth in Amendment No. 27 
to undermine the few charter safe- 
guards we have against political spoils- 


country tp the expenditure of many 
millions from the public funds for the 
purpose of effecting their doubtful ex- 
periment. They would also destroy 
‘approximately £1,000,000 (one million 
pounds) of annual revenue. ... The 
Moderate League, while holding that 
the people should not be divided by 
any referendum on domestic matters 
at this juncture, advocates, in accord- 
ance with its platform published in 


York Director of Draft Called 
““Unqualifedly False” 


Special to The Christian Science Monitor 
from its Eastern Bureau 

NEW YORK, N. Y. — The report 

being circulated , by Sinn Feiners 

throughout the country that what they 

call the “Irish Republic” has been 
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Thiors, Haute Rive and Thun. Deter- 
mined local fighting took place also 
west of Tournai without material 
change in the situation.” 

Last night’s statement says: 


“The attack this morning was de-| 
livered by Anglo-Scottish troops of 


the Third and Fourth armies between 
the Sambre Canal and the river 
Schelde, south of Valenciennes. 

“An advance was made over coun- 
try that was difficult—over many 
streams and through villages and 
woods which were defended with 
much resolution. 

“In the period of assembly and the 
early stages of the battle the hostile 
artillery displayed great activity with 
high explosive and gas shelle. 

“We have fought our way forward, 
in spite of obstinate resistance, espe- 
cially by the enemy’s artillery and 
machine guns. 

“Advancing with great steadiness 
some hours before dawn our infantry 
penetrated the enemy’s defense along 
the whole of the front and at an early 
hour had captured the important vil- 
lages of Pommereuil Forest and 
Romeries. On the ‘extreme right there 
was strong resistance at the fortified 
- farm of Gimbremont and the railway 
near by, but at both places the enemy's 
defense was quickly overcome. 

“Left of the center the village of 
Beaurain, which was held by the 
enemy with great tenacity, was 
stormed hy the English with the as- 
sistance of tanks. 

“On the left, other English troops 
crossed the Harpies River at an early 
stage of the advance and ah oe 
Vertain. 

‘““During the morning we eealien 
on over the whole of the front, carry- 
ing the enemy’s positions to a depth of 
over three miles, driving him from 
many. strongly defended villages, 
farms, woods and other localities 
organized for resistance. 

“The English Twenty-fifth Division 
had hard fighting in the Bois Eveque, 
but progressed through the wood. 
East county troops, advancing to a 
depth of three and a half miles, cap- 
tured Bousies. 

“The Anglo-Scottish troops secured 
crossings of the Herpies at the Ven- 
degies Wood and captured Vendegies 
village. English and New Zealanders 
operating on -their left reached the 
outskirts of Neuville and established 
themselves on the high ground north- 
west of the village. 

“Farther north the 
Escarmain was captured. 

“In these highly successful opera- 
tions several thousand prisoners and 
many guns were captured by our 


village of 


troops, whose advance is continuing. 


on the whole of the front.” 


Special cable to The Christian Science 
Monitor from its European Bureau 
PARIS, France (Thursday)—The 

War Office tonight issued the follow- 

ing statement: 

“We have made progress on the 


Oise after crossing the canal near 


Longchamps. } 

“In the afternoon we attacked be- 
tween the Oise and Serre. 

“We progressed, despite resistance, 
south of Oriney-Sainte-Benoite and 
north of YVillers-le-Sec. 

“We have reached the road between 
La Ferté-Chevresis and Ferrier Farm. 

“Our forces are reported to have 
taken several hundred prisoners.” 


PARIS, France (Thursday)—The 
French War Office issued the follow- 
ing statement today: 

“On the Oise front we have croesed 
the canal east of Grand Verly. In 
spite of strong counter-attacks by 
enemy detachments -we maintained 
our position on the east bank. 

“Between the Oise and the Serre 
there was also lively fighting near the 
railroad north of .Mesbrecourt. 
took. prisoners. North of Nizy-le- 
Comte the French during the night 
increased considerably their previous 
gains. 

“On the plateau east of Vouziers the 
artillery on both sides was very 
active.” 

Last night’s report says: 

“There was great artillery activity 
on the Oise front. Between the Oise 
and the Serre we gained ground north 
of Chatillon-du-Temple and carried 
our lines as far as the outskirts of 
Chevresis-les-Dames, 

“Further. east we captured a wood, 
which was energetically defended, 
to the northeast of Mesbrecourt- 
Richecourt. .One hundred and fifty 
prisoners remained in our hands. 

“There was stubborn fighting dur- 
ing the day. or the~ ‘Serre-Souche 
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Drawn for The Christian Science Monitor 


Fighting north and south of V alenciennes 


North of the town, the Germans 


have been cleared from the Foret de 


Raismes and the villages of Thiors, Haute Rive and Thun. South of the town, 


they have been compelled to abandon 


Beaudignies, where the British troops 


‘have crossd the Escaillon River, Salesches, Neuville and Vendegies-au-Bois. 


East of Le Cateau, the British forces have pushed forward to the eastern edge 


of Bois l’Eveque and captured Ors. 


front. Our units succeeded _ in 
debouching between Froidmont-Cohar- 
tille and Pierrepont and in maintain- 
ing themselves on the. east bank 
opposite Brazicourt, despite strong 
German counter-attacks. 

“Southeast of the Aisne lively fight- 
ing was carried on in the region of 
Vouziers. The Germans attacked the 
village of: Terron and our positions 
east of Vandy, but were repulsed 
with serious losses. Between Olizy 
and Grand Pré we captured the 
Moulin Beaurepaire, taking prisoners. 

“Belgian communication; There is 
nothing to report regarding the army 
group in Flanders except progress by 
the French Army on the right bank of 
the Lys, in the course of which 
Waereghen was occupied and 200 
prisoners taken.” 


ROME, ‘Italy (Thursday)—Today’s 
official report says: “French forces 
penetrated enemy positions, aaa 
more than 700 prisoners. 

“The attack was made at Monte 
Sisemol, on the Asiago Plateau.” 


WASHINGTON, D. C.—General Per- 
shing’s communiqué for Wednesday 
reads as follows: 

“On the battle front north of Ver- 
dun we have made progress at several 
points in the face of determined re- 
sistance. In the course of a local 
attack in the heavily wooded and hilly 
country east of the Meuse our troops 
tock the Bois Belleu and penetrated 
the enemy’s position in the _ Bois 
d’Etraye and the Bois de Wavrille, cap- 
turing over 100 prisoners. West of 
the Meuse Bantheville has been com- 
pletely occupied and our line has been 
established along the ridge northwest 
of the village. In the course of bitter 
fighting north of Grandpré our troops 
captured 75 prisoners and eight ma- 
chine guns. Artillery fire has been 
violent on the whole front, reaching its 
greatest intensity east of the Meuse 
and north of the Aire. — 

“The day has been marked by in- 
creased aerial activity on both sides 
of the Meuse. In the course of many 
combats our pursuit squadrons shot 
down 15 enemy airplanes and one ob- 
servation balloon. Three of our ob- 
servation balloons were destroyed and 
six of our machines are missing. Our 
bombing units dropped five tons of 
explosives on mony concentration 
points.” 


HEBREW UNIVERSITY 
AT JERUSALEM 


JERUSALEM, Palestine, Oct. 5— 
(Correspondence of the Associated 
Press)—The foundation stones of the 
Hebrew University at Jerusalem, re- 
centty laid in the presence of General 
Allenby and representatives of the 
French and Italian detachments, are 
12 in number, one for each of the 12 
tribes of Israel. One side of the uni- 
versity is on the summit ‘of the Mount 
of Olives, facing Jerusalem on the one 
side, and the hills of Moab on the 
other. . 


WOMEN CAR CONDUCTOR ISSUE 


CLEVELAND, O.—Several hundred 
women conductors who seek to hold 
their jobs on Cleveland cars will be 
ven ai hearing before the National 
War Labor Board at Washington. 
Five weeks ago a representative of the 
Department of Labor’ decided the 
shortage of manpower here did not 
compel the employment of women as 
conductors, and ordered their remov- 
al on Nov. 1. Miss Florence Allen, at- 
torney for the women, appealed to the 
National War Labor Board and on 
Thursday was notified to file a com- 
plaint. 


GOVERNMENT AT BRUGES 


LE HAVRE, France. (Thursday)— 
The whole of the Province of West- 
ern Flanders and part of Eastern 
Flanders and Hainaut having been re- 
covered from the Germans, the Bel- 
gine Government has decided to estab- 

sh its car camee ei departments in : 


Bruges. 


Farther north they have taken Robersart. 


WAR REPORTS 
AND COMMENTS 


British Airmen Destroy 13 Hos- 


Others Down Out of Control! 
—Six Tons of Bombs Dropped 


Special cable to The Christian Science 
Monitor from its European Bureau 
LONDON, England (Thursday) — 

Field Marshal] Haig tonight in a report 

on British air. fighting activities says: 

“Yesterday our air forces dropped 
six tons of bombs. 

“Thirteen hostile machines were 
destroyed and four others driven down 
out of control.* 

“We also shot down one enemy 
balloon. 

“Ten of aur machines are missing. 

“There was no flying by our forces 
last night.” ; 


Rumanian Ports Closed 


LONDON, England (Thursday) — 
The. British Admiralty reports that 
German wireless dispatches picked up 
at Moscow are to the effect that the 
Rumanian Government has declared 
all Rumanian ports on the Black Sea 
and on the Danube closed. 


Heroism of Allied Troops 


SALONIKA, Greece (Thursday)— 
In an order of the day to the allied 
armies, General D’Esperey, the com- 
mander-in-chief in Macedonia, de- 
clares that the troops during the. re- 
cent fighting displayed heroism equal 
to that exhibited on the western front 
in France. Concerning the Greek | 
Army he said it had taken a glorious 
part in the allied victory. 


~ 7s 
Belgian Rulers at Bruges 
DUNKERQUE, France (Thursday)— 


‘King Albert and Queen Elizabeth of 


Belgium visited Bruges by airplane on) 
Tuesday. They left Dunkerque at | 
8.45 o’clock in the morning and landed 
at Bruges half an hour later. They 
visited the chief streets of the city and 
received a joyful welcome from the 
populace. On their return they left 
Bruges at 11 o’clock. 


German Boy Scouts Armed 


WITH THE AMERICAN ARMY 
NORTHWEST OF VERDUN (Thurs- 
day)—(By the Associated Press)— 
Boy scouts in Hamburg and other 
German cities are armed with ma- 
chine guns and are used frequently 
in quelling strike outbreaks, accord- 
ing to information reaching the Amer- 
ican Intelligeice Department. 


Food Shortage in Vienna in View 


WASHINGTON, D. C.—A dispatch 
from Holland says Austrian newspa- 
pers declare it will be difficult to 
supply Vienna with food, now that 
imports from Poland are shut off, on 
account of the Hungarian situation 
and the closing of the Bohemian and 
Moravian frontiers. 


NON-PARTISAN LEAGUE 
ACTIVITIES IN IDAHO 


Special to The Christian Science Monitor 
from its Pacific Coast Bureau 

SPOKANE, Wash.—That the Non- 
partisan League is endeavoring to 
shape political affairs‘ in Idaho is 
shown in the fact that by concerted 
effort it has been able to dictate all 
but three of the nominees of one of 
the old line parties for the November 
elections, and has indorsed one of 
theze. 
method of league representatives in 
eanvassing every locality in the State 
and appealing to individual farmers 
everywhere. These haye been led to 
believe that the league has been or- 


ganized to promote non-partisan ad- 


recognized by the New York Director 
of the Draft, Martin Conboy, has been 
characterized by Mr. Conboy, in an in- 
terview with a representative of this 
bureau, as “unqualifiedly false.” 

The foundation upon which this re- 
port is based was found in an article 
printed in the .New York Call, the 
organ of the Socialist Party, in which 
| the statement was made “that a citizen 
of the Irish Republic may register as 
such has been decided by Director 
of the Draft Conboy,’ for which 
article, so Mr. Conboy said, that paper 
had been denied the use of the mails, 
The case, as Mr. Conboy stated it to 
this bureau, is as follows: 

Four men presented themselves for 
registration under the Selective Draft 
Law, Sept. 12, before their local board. 


tile Machines and Drive Four: 


In filling out their cards, they an- 
'swered question 15, which asked their 
citizenship, by stating that they were 
citizens of the Irish Republic. The 
local draft officers objected, saying 
‘that they could not be citizens of a 
country which did not exist, and re- 
fused to register them. Moreover. 
they were arrested and sent to the 
Tombs, where they were held for sev- 
eral days, finally being released on bail. 
Their attorney then appealed to Mr. 
Conboy, who ruled that a man might 
claim to be a citizen or subject of 
any country, real or imaginary, that 
he might select, but pointed out the 
fact that upon the reverse side of the 
card, which the registrar himself filled 
out, there was a space heft vacant for 
remarks, in which he could comment 
on any statements made by regis- 
trants which he considered false. , In 
this case, the registrar stated above 
his signature that these four men 
claimed to be citizens of a “so-called 
Irish Republic,” which did not exist, 
but were in reality subjects of Great 
Britain. That, Mr. Conboy said, is the 
whole story. 


ALL-RUSSIAN ARMY 
TRAINING AT OMSK 


VLADIVOSTOK, Siberia (Thurs- 
day)—-(By the Associated Press)— 
General Ivanoff, War Minister of the 


Omsk Government, has arrived from 
that city to confer with the Allies in 
an attempt to systematize the mobiliz- 


army. He will also attempt, through 
a united command, to’bring harmony 
about among the military leaders of 
Eastern Siberia, many of whom are 
now acting independently. He said 
today: 

“A strong army under the All- 
Russian Government is completing its 
training at Omsk, but there is urgent 
‘need of arms, equipment and money 
| trom the Allies. At present Russia is 
| Siberia and Siberia is Russia. There- 
‘fore the Siberian Army is a foundation 
for a new and powerful Russia, 
There is no room in Siberia for a 
class war, hence the downfall of the 
Bolsheviki.” 

The Ufa Government has been re- 
moved to Omsk and the authority of 
the All-Russian Government is being 
exerted through cabinet ministers. 
General Ivanoff says that all questions 
as to confliet of authority have now 
been adjusted. The organization of 
the new army is based upon the foun- 
dations of iron discipline and unity of 
command. The officers are responsible 
to the government and the army is 
strictly non-political. 

« 


GERMAN PILOT SENTENCED 

BERNE, Switzerland (Wednesday) 
—The Germans, once more expressing 
their regret over the attack by one of 
their airmen on a Swiss balloon at 
the frontier on Oct, 8, causing the loss 
of a Swiss lieutenant named Ruiry, 
have announced that the guilty pilot, 
a non-commissioned ‘officer, has been 
sentenceg to three months in prison. 


SENATE PASSES WIRES BILL 


WASHINGTON, D. C.—Heavy fines 
and imprisonment for interference 
with wires, messages and other tele- 
graph and telephone property and 
operations during the period of gov- 
ernment control are: provided in a 
House bill, passed on-Thursday by the 
Senate and transmitted to President 
Wilson. 


This success has followed the 


NOMINATION CONFIRMED 
United Press via The Christian Science 

,” sonitor Leased Wi.es 

WASHINGTON, D. C.—The Senate 

on hesday confirmed the nomina- 
tion 6f Albert Strauss to be a member |’ 
of fhe Federal Reserve Board for .10 
years. 


j terested in nothing 


atign of Russians here for the new. 


_| was the first French student. to go to 


lish department in a great American | 


lthrough the United States as official 


1914, that when next citizens are 
called upon to express their views on 
the liquor question at the ballot box, 
the question of national ownership 
shall be an additional issue.” 

In its reply, the Business Men’s 
League says: “The efficiency-destroy- 
ing effects of alcoholic liquor have be- 
come so evident under the stress of 
war conditions that the public mind 
has undergone a great change in its 
attitu@e toward drink. The more in- 
telligent the section of the community, 
the more marked has the change been, 
with the result that the great body of 
business men throughout New Zea- 
land who in the past have held them- 
selves aloof, and viewed the liquor 
question as a moral issue.only be- 
tween the prohibitionists and the 
trade, have come to see that if we are 
to hold our own in the fierce military 
struggle of today, and the fiercer com- 
mercial struggle that will follow the 
war, we must get rid of the destruc- 
tive effects of drink.” 

As the present law provides that 
even if no-license were carried it 
would not come into force for 4% 
years, the prohibitionists and the effi- 
ciency workers have accepted the rec- 
ommendations of the official Effi- 
ciency Board for immediate closure 
with compensation. Thus thrown into 
opposition to both sections, the liquor 
party has shifted its fighting ground 
from private monopoly to state con- 
trol—says the Business Men’s state- 
ment, Jt is using the Moderate 
League as a cloak. “The trade is in- 
but itself,’”’ con- 
tinues the statement. “It cares naught 
for the welfare of the community. It 
knows that the end has come, and its 
only motive is to do the best for it- 
self, irrespective of the good of the 
people.” 

The National Council of New Zea- 
land, which is representative of al! 
branches of the liquor trade, has re- 
solved to ask for a single ballot 
paper, providing for the following is- 
sues: “National continuance, nationai 
ownership, national prohibition; one 
vote only .to be exercised by each 
voter, and a bare majority of the 
total votes recorded to decide the is- 
sue. In order to obtain an adequate 
expression of public opinion on this 
question, all three issues should be 
submitted to the people at the next 
general election.” 

It is understood that the Labor 
Party sides with the Moderate League 
in its demand for national ownerenip 
and control. 


AMERICAN CHAIR AT 
THE SORBONNE, PARIS 


PARIS, France, Oct. 16—(Corre- 
spondence of the Associated Press)—A' 
course in American literature and civ-| 
ilization has just been instituted at| 
the Sorbonne (the university of Paris) 
by the French Minister of Public In- 
struction. Its purpose is to promote 
in the sphere of intellectual pursuits 
the same close and cordial relations 
between France and the United States 
that are now binding. the two Repub- 
lies together on other fields. It is 
hoped to transform this course into a 
regular professorship and equip it 
with funds for a library as well as to 
institute research travels in America. 

Prof. Charles Cestre, head of the 
English Department of Bordeaux, has 
been appointed director of ‘the course. 
When a student at the Sorbonne, he 


America to take advantage of the Eng- 


university - He’ graduated at Harvard 
in 1897 and became an instructor there 
in 1898. He has written many. books 
and magazine articles and has lec- 
thred much in France on American 
universities and institutions. He was 
an exchange professor at Harvard in 
1917-18, and ‘afterward traveled 


lecturer ol of L’Alliance Francaise. 


GERMAN CRITICISM OF 


REICHSTAG ADDRESS | 


PARIS, France (Thursday) — The 
Kaiser conferred on Monday with all 
the members of the government, talk- 
ing at length with each individual, and 
then harangued them in a body. says 
a dispatch from Ziirich to Le Journal. 
Thus far the German newspapers | 
have printed nothing concerning the 
Emperor’ $ speech. 

The War Cabinet held 
meeting on Tuesday. ’ 


another long 
e address of 


r more. 


or almost as closely concertied as the 
interests of the British Empire itself. 

“After all, more and more, the world 
is being united by bonds of commerce, 
travel, and mutual intercommunica- 
tion. Are these to be atthe mercy of 
a power which has been bound by no 
treaties, checked by no scruples, and 
is as deaf to the voice of humanity as 
it is to its pledged word and to decent 
methods of warfare? 

“Therefore, fellow citizens of mine, 
drawn from all parts of the British 
Empire and the Motherland, all 
may agree that if we are to remain in 
our own interests and the interests 
of the world, in the highest interests 
of the true progress of liberty, if we 
are to remain a united Empire, it is 
absolutely necessary that the ways by 
which we can communicate with each 
other should never again be at the 
mercy. of any unscrupulous power. 
That is the first condition of our suc- 
cessfully carryifig out this great ex- 
periment of human organization known 
as the British Empire.” 

The second condition, Mr. Balfour 
continued, was moral. The British 
Empirg rested upon mutual confi- 
dence, action, and conviction, and il 
was their business as a united Emp..e 
to carry on the great united and im- 
perial work. He had always cher- 
ished this view of their destinies, and 
always believed in its accomplish- 
ment, but he had no proof that, when 
the time of strain. came, the Empire | 
would prove itself equal to the strain. 
Now, however, whatever else could be 
said of these four years of war, they 
had supplied that proof fully’ and 
abundantly. That was one of the Ger- 
man statesmer’s greatest disappoint- 
ments, and to him it Was more than a 
fact that so many more hundreds of 
thousands of gallant soldiers had 
been added to their fighting force, so 
much more of.the Empire’s resources 
put at the associated powers’ disposal 
in the great war. 


men. If adopted, it would place in the 
hands of any board of supervisors the 
power, through the mere adoption of 
an ordinance, to fix the price and 
terms upon which the property of any 
public utility company or any part 
thereof may be acquired by the city. 
It further gives such supervisors, or 
their successors, the right to change 
the terms of payment and conditions of 
purchase from time to time. If the 
supervisors are given such sweeping 
powers, I predict it would be but a 
short time'before one or more of our 
public utility companies; in conjunc- 
tion with the present or succeeding 
board of supervisors, would attempt to 
sell their property at an exorbitant 
price, and no doubt represent that it 
could be paid for out of the earnings 
of the utility over a period of years. 


“Such a plan has been urged quite 
recently by politicians and supervis- 
ors in connection with the United Rail- 
roads, and affords us a very good line 
On one of the purposes behind amend- 
ment 27. It is absurd to think that the 
net earnings of any utility will per- 
mit the payment of interest to its 
security holders, a payment on ac- 
count of any purchase price agreed 
upon by such company and political 
office holders. The purchase of any 
utility under such _an agreement 
would inevitably lead to increased 
charges for the service rendered the 
public, or an additional tax levy to 
pay the yearly deficiency and a’ con- 
| tracted financial liability by the city 
would be created which must under- 
mine its credit and retard its growth 
and prosperity. 

“It will be seen that such a power 
given to the supervisors would greatly 
increase the incentive for corruption. 
It would open the door wide for the 
owners of public utility companies to 
unload their over-Capitalized securi- 
ties upon the city at their own price 
whenever they can control the mem- 
bers of the Board of Supervisors, and 
succeed in misleading a majority of 


It was that, but to him it was much 
It was a standing proof and/|§ 
an evidence that thés Empire of theirs | 
not only stood for freedom and peace, 
but that, when one of those rare 
moments came when every effort is 
required from every citizen, and every 
man had to consi@er that he may be 
called on to make the fina] sacrifice 
of all he holds dear to serve the na- 
tional cause, they found the fellow 
citizens of this Empire were one in 
heart and courage in whatever part 
of the globe *théir hore might be. 
That was one ‘of the heritages of the 
war. The war would leave them de- 
prived of much, but {ft ,would also 
leave behind a memory of the power 
the Empire had shown in throwing all 
its strength unsélfishly into the great 
cause, and she thought he might say 
without undue arrogance or unfound- 
ed hopes that it. would leave them all 
with the | tation and the certitude 
that thos€<.efforts wold not be in 
vain, but would be crowned by not 
only an honorable and; triumphant, 
but above all a durable peace. 

‘“T thank: you,” Mr. Balfour con- 
cluded; “for “having given me this 
opportunity of saying to my fellow 
countrymen, from. whatever part of the 
Empire they may~-be drawn, how 
deeply I feel the increased sense of 
unity which now for all time is going 


to bind us _Saustise,” 5 


CAPTAIN TARDIEU TO RETURN 
WASHINGTON, D. C.—Capt. Andre 
Tardieu, High, Commissioner of France, 
in the Unite@:States, who’since last 
June has been & member of the French 
Cabinet, wilk return to America 
shortly. It is said the French Govern- 
ment is sending him back for a short 
be papone contact .with the 
m.here is tote as 
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voters by false representation, politi- 
cal corruption; or bought publicity, 
intended to deceive the people. ‘The 
charter now affords the people every 
opportunity to acquire any public util- 
ity on an honest basis.” 
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Mothers of Boys: 


These are difficult times for 
all. In a way, it is as hard for 
a store to meet the new con- 
ditions as it is for you to make 
the dollars do what they used 
to do. 


So we know how you feel. 
But you will not forego the 
essentials: of - decent living. 
Neither will we lower our long- 
maintained Standard of Quality. 
You and we must still “carry 


a? 


on. 


Just because you are trying 
to economize is the very reason 
why you should prove for 
yourself what thousands of 
mothers have proved for them- 
selves—the real economy of 


MACULLAR PARKER 
BOYS’ CLOTHES 
$12 to $25 

“Their service exceeds their price” 

They are made from Strictly 
All-Wool Fabrics, tailored with 
especial reference to the strain 
and grind which a lively boy: 
puts upon his clothes. 


Why Not Test ae Make the 


Headwear and ‘Haberdashery, too. 


Boys’ Department on 2nd Floor 
». Elevator at« Left of Entrance 
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In Address at the Inter-Allied 
Labor and Socialist Confer- 
re in London He Disputés 

7 ct ? of Neutrality 


I 
Special to The Christian Science Monitor 
LONDON, England—The following is 
the address read by Mr. Kerensky at 
the recent Inter-Allied Labor and So- 
cialist Conference in London: 
“TI have to thank the conference for 


the hfgh honor which it has given me! 


in allowing me to speak at its meet- 
ing in my capacity as its guest. You 
have thus given me the opportunity 
of explaining myself to the most com- 
_. petent assembly of the representatives 

of the working class and the Socialist 

parties of the nations allied to Russia. 

“I do not speak here as a member 
of a party, or even as a Socialist, but 
solely as a Russian defending the 
national cause and honor of his coun- 
try. It is the more easy for me to 
speak thus, in that the Socialist Party 
to which I belong—the Social Revo- 
lutionary Party—has devoted all its 
strength to the cause of the country, 
to the cause of the national defense, 
and to the regeneration of the Rus- 
sian State under democratic and re- 
publican form. I speak not only to 
the opinion of the working classes of 
the allied countries; I am sure, in 

advance, of the support of the great 

working class. I would speak also to 
public opinion throughout the allied 
nations in its entirety, because I am 
not now pleading here in a foreign 
land the cause of any one party, or 
any one class; I am defending the 
vital gpa acca of the whole Russian 
people. 

“I want, first, to protest, with my 
utmost energy, against the opinion 
which has been expressed here, as 
elsewhere, that Russia has left the 
alliance of the nations which are fight- 
ing against Germany, in making a sep- 
arate peace with Germany. I offer 
once more my testimony, as I offered 
it three months ago in London, that 
Russia has never recognized the peace 
of Brest-Litovsk, and has never ceased 
to struggle against Germany. I go 
further, and I affirm that the part 
which Russia has played in the com- 
mon cause of our alliance can never 
be struck out of the general balance 
sheet of national sacrifices. 

“I will not speak here any more of 
‘the first years of the war, when, at 
a time when the British Empire was 
still in process of organizing its great 
army, the Russian Army, almost with- 
out arms, almost with naked feet, 
stood between Europe and disaster, 
sacrificing without reckoning millions 
of its best citizens. 

“What I want to draw special atten- 

tion to is that Revolutionary Russia, 
so despised at this moment by vic- 
torious governments, had had concen- 
trated upon its front during the sum- 
mer of last year the largest number 
of German troops who had ever been 
there since the beginning of the war. 
This effort of Revolutionary Russia 
* allowed the United States, which en- 
tered the war after the Russian revo- 
lution, to get ready for the combat to 
such an extent that the calculations of 
the German General Staff as to the 
inevitable delay of America have been 
overthrown. The basis of the allied 
victory has been watered with Rus- 
sian blood too abundantly for anyone 
to realize the idea (not very generous 
in itself) of profiting by the crime of 
the Bolsheviki against Russia, to the 
detriment of the interests of Russia. 
The time and place are not suited for 
detailed explanations; detailed ex- 
planations of how the German Gen- 
eral Staff and crowds of fanatics man- 
aged to break the Russian front and 
to penetrate even to the very heart of : 
Russia. In this assembly I know 
there is no one who would seek to 
throw upon the Russian revolutionists 
the consequences of the Tzarist ré- 
gime. It is necessary for me to say 
once for all, as I have said in Russia, 
no one in Russia has recognized the 
peace of Brest-Litovsk, but also that 
in fact Russia has never yet since the 
beginning of the war found itself in. 
a state of peace with Germany. 

Under new forms of war, in an un- 

organized state, the struggles of the 
Russian people against an implacable 
enemy continue without ceasing. You 
here in the West only hear distant 
echoes of this violent struggle, such as 
the news of the peasant rising in the 
Ukraine; the news of the héroic at- 
tempt against the life of the German 
‘Ambassador; the news of the revolts 
at Moscow and Petrograd; but what 
you remain in ignorance of is the 
enormous work of organization which 
was accomplished by the Russian 
democracy, by the Socialist and Lib- 
eral parties, by intellectuals, by of- 
ficers, and the working class and peas- 
ant organizations in the terrible con- 
ditions of the Bolshevist terror. 


‘Today you are beginning to see the 
results of this long work, and in re- 
sponse to the appeal that has been 
made, the troops of the allied nations 
have arrived to take up the struggle 
against a common enemy. Do you 
think -the Allies consider they have 
gone into a neutral or enemy coun- 
try? No, gentlemen, we must finish 
once for all with this legend of the 


' neutrality of Russia, and it is on you 


—on the conference of workmen and 
Socialists—that fallg the duty of em- 
phasizing your alliance with the Rus- 
sian people, because it is the Russian 
democracy which has never abandoned 
its struggle against Germany, and be- 
cause it is by the initiative of its 
_ democracy that the intervention has 


begun. 

violations of truth there lay 
in the declaration of the resolution 
proposed by a group of members of 
the French delegation! That inter-. 
vention has been called for by the 
Russian capitalist bourgeoisie and by 
the rg gn bourgeoisie, bound 


ference who are the authors of. this 


| resolution do not know ,that the Rus- | 


“ATTITUDE , 


sian capitalist bourgeoisie is running 
a race with the Bolsheviki in their 
appeal for the gracious support of 


authors of the resolution know that 


the German Emperor? Do they not 
know that the bourgeoisie govern- 
ments of the Ukraine, of Finland, of 
the Don, are in alliance, like the svt 
sheviki, with Germany? Do they 
know that even one party ‘of the L % 
erals, with Miliukoff at their head, 
was ready to pass over to the side of 
Germany, if Germany wished? 

“The resolution in question de- 
clares, further, that the suggested in- 
tervention can only favor the designs 
of German imperialism. Do not the, 


already, long before the arrival of the 


THE PHILOSOPHER’S 
STONE 


Specially for The Christian Science Monitor 
: VI : 

This.is the sixth of a series of short arti- 
cles dealing with the general subject of 
chemistry and some of its everyday appli- 
cations. Others have appeared in The 
Christian Science Monitor of July 2, July 
11, Sept. 18, Oct. 4 and Oct. 

The cult of alchemy was at its 
zenith during the Fourteenth, Fif- 
teenth, and Sixteenth centuries, hold- 
ing the place with many that religion 


did with others. People believed im- 


allied troops in Russia, those traitors 
to the country, to the revolution, and | 
to democracy—the Bolsheviki—had al- 
ready. rendered German faasiersaiiaae | 
master of Eastern Europe, and had | 
received for their services to the Ger-| 
man reaction the title of the Ultra- | 
Democratic Government, which was 
given to them by the Emperor William | 
himself? No, this Russian democracy, | 
which has seen too close at hand what: 
a collapse for the world victorious | 
German imperialism prepares; it is' 


this democracy which has renewed. 
the struggle against Germany in the 
name of its patriotic and international 
duty, and has called to its aid the 
troops of the allied democracy. For 
the Socialists of a country on whose 
territory the troops of the five quar- 
ters of the world are fighting together 


in its defense, what hypocrisy for 
them to protest against the giving of 
military aid to another State!” 


WOMEN’S MOVEMENT 
IN SOUTH AFRICA 


Special to The Christian Science Monitor 

JOHANNESBURG, South Africa— 
At the annual conference of the 
Women’s Enfranchisement Associa- 
tion of the South African Union, which 


was held at Johannesburg in July, 
a resolution was passed urging the 
government to introduce a short bill 
removing the sex franchise disability 
throughout the union with as little 
delay as possible. In support of this 
reform it was urged that it was unjust 
to ask women to await a consolidating 
franchise bill with a woman suffrage 
clause, since this would mean indef- 
inite postponement of the settlement 
of the question. The enfranchisement 
of 6,000,000 women in Great Britain 
and the granting. of the federal vote 
to Canadian women during the war, 
together with the fact that President 
Wilson had proclaimed woman suf- 
frage to be one of the fundamentals 
of the foundation of future justice, 
was also urged in support of the 


; 
; 
' 


measure. It was further argued that 
the fact that men legislate on behalf 
of women was no answer to women’s 
demand to be allowed to help in the 
solution of the world’s difficulties; 
and finally that at the end of the war 
there would probably be a large influx 
of people from all nations who would 


| 


have a voice in public affairs, while 
the women of the country would re- 
main unenfranchised. 

A resolution was also passed that 
a special effort should be made to for- 
ward the women’s suffrage cause by) 
organizing addresses to Dutch and: 
English women’s societies and by 
making propaganda work aman! 
women a foremost activity of the so- 


ing the year. 


cieties affiliated to the association dur- | 
The association also' 


‘decided to include all social reform. 


work in its program as tending to bring 
| 


the vote. nearer, the obtaining of the 


vote for women being always its main. 


\the association should try to support | 


' 


object. It was accordingly resolved 
that the league should endeavor to | 
nominate and elect women at the next. 
municipal election to represent women) 
and children, and that the members ae 
women entering professions, also that | 
the congress should ask the govern- 
ment to consider the claims of women 
doctors or other professional women 
to positions which the government had 
the power to fulfill. 

The secretary reported that a depu- 
tation bearing a resolution calling upon 
the government to grant a measure Of 
women’s suffrage had been received 
in full public session of the provin- 
cial congress at Bloemfontein by Mr. 
Malan and Colonel Mentz. It had 
beenshoped that a similar deputation 
might be received by the Transvaal 
Provincial Council at Pretoria, but 
facilities were not afforded, on the 
plea of pressure of business. The 
report stated that the women of the 
Cape Province had won the right to 
sit on municipal councils. 

Among the measures affecting women 
recently passed by the Union Parlia- 
ment, the most important is the Fac- 
tory Act and the association has been 
largely instrumental in bringing about 
its passage. This act is to improve 


ido not understand.” 


plicitly in the existence of the Phil-' 


faith to its potency to an incredible | 
extent. It was, of course, in the great: 
majority of cases, simply a matter of: 
suggestion accepted by those who were 


on the outlook for the means of in-. 
creasing wealth. And there were many: 


who drew no distinction between the 


Philosopher’s Stone, which was sup- 
posed to have the power of transmut- 
ing the base into the noble metals, 
and what was called the Elixir of 
Life, a substance which would pro- 
mote and preserve health and increase 
longevity. Thus the appeal was also 
made to credulity through the desire 
for health and the fear of disease. 
The attitude of the Church had un- 
doubtedly much to-do with the popu- 
larity of alchemy, many bishops and 
fathers being alchemists. Indeed 
chemical laboratories were to be 
found in monasteries scattered broad- 
cast throughout Christendom, _re- 
sembling the laboratories which were 
attached to the ancient Egyptian tem- 
ples. But it cannot be held that the: 
church consistently supported it. It. 
did so only when it suited its own! 
purposes. One thing, however, 


alchemy 
mysticism. This is apparent in the 
works of Albertus Magnus, Basil Val- 
entine, and other ecclesiastics. Therein | 
are freely set forth invocations to, 
divine authority. asking the divine 


blessing on such chemical operations | 


as distillation, sublimation, calcina- 
tion, etc. 
obviated this necessity, he thinks, by 
the finer quality of his filter-paper, 
and apparatus generally—to say notb- ' 
ing of the use he now makes of coal, 
gas! 

The Philosopher’s Stone was also: 
called the grand magistery, and the) 
quintessence. Many alchemists de-| 
clared they had handled the _ sub- 
stance; and they actually described | 
it. Usually it was considered to be 
red in color. Paracelsus said it was) 
like ruby, and brittle and transparent |, 
like glass. Van Helmut declared it to’ 
be transparent, resembling saffron; 
Helvetius held that it had the appear-' 
ance of sulphur; while another writer, | 
with—shall it be said—a broader out- 
look, stated that its color might be: 
white, red, yellow, green, or even sky-| 
blue. He obviously felt justified in 
being indefinite; and not without rea- 
son, 

Some alchemists were of the opinion | 


ithat the magistery was of two kinds, | 


‘the grand magistery which could pro- 
duce gold, the small magistery which 
would give silver. The quantities to 
be used varied greatly, according to 
different writers. Roger Bacon as- 
serted that one part would convert 
100,000 parts of a base metal into gold. | 
Its power was thus believed to be ex- 
_traordinarily great. So much so, that 
‘people came to believe almost anything 
‘about it they might be told by a 
| savant. 

Thus it came about that in the Four- 
‘teenth and Fifteenth centuries it was | 
freely prescribed as a health preserv- | 
ative and promoter of long life. Ray-| 
mond Tully was said to have renewed 
his youth by means of it; and it was 
suggested by some that in all proba- 
bility the great length of years of the 
patriarchs must have been due to the 
fact that they were in the knowledge 
of the secret. Besides being -health- 
giving, it was credited with the power 
of increasing wisdom and virtue. It 
was expected ultimately to produce 
Aristotles and Solomons. Unfortu- 
nately the recipes for its manufacture 
were so enigmatical that it could not 
be prepared unless by the initiated; so 
the Aristotles and Solomons never be- 
came very plentiful. The story goes 


explained its manufacture to a pupil, 
the latter exclaimed: “But, master, I 
To which the 
master replied that next time it would 
be clearer 

The philosophic power had still more 
wonderful properties. It was supposed 
to be able to make pearls and precious 
stones, and to prepare the alkahest. 
Now the alkahest was a universal sol- 


the conditions of women and children 
working in factories, shops, etc., and 
it provides for the establishment of a 
minimum wage by means of wages 
boards. 

The question of the enfranchisement 
of women was debated in the Senate 
Union Parliament in the spring, great 
public interest in the proceedings be- 


vent, a substance which would dissolve 


every other substance. But it is strange 
that it did not strike even Paracelsus, 
its discoverer, how very difficult it 
would have been to contain this body 
in any vessel. For would it not have 
simply gone through the bottom of any 
and every receptecle into which it was 
poured? The,chemists of olden « 


ing manifested. Aresolution in favor 
of the desirability of legislation en-. 
abling women to exercise the fran- 
chise, subject to such qualifications as 
might be determined by Parliament, 
was passed after a strong speech in 
favor of the motion by Senator White- 
side. 


ENGLISH SHOPS CLOSING EARLY 
Special to The Christian Science Monitor 
LONDON, England—The Home Sec- 
retary has decided to continue in force 
the present general early closing or- 
der for shops without any alteration 
in the closing hours. The new order 
which has, been made for this purpose 
will hold good" until further notice. 


APPOINTMENT IN BRITAIN 
Special to The Christian Science Monitor 
} LONDON, England—At the request 
of the War Cabinet, Sir David Harrel 
has. resumed the position of chairman 


were not unlike many theorists in these 
days. 

Every fallacious system has its brief 
day of human following and then its 
glory wanes. About the end of the 
Sixteenth Century, alchemy was sub- 
jected to many vigorous attempts to 
expose its absurd pretensions. Strife 
arose in consequence, for many of its 
dupes defended it wholeheartedly and 
did not scruple when they could to 
administer punishment to its assail- 
ants. It can readily be understood 
how strongly the system was in- 
trenched, when it is known that at a 
certain period almost all the courts 
in Europe had an alchemist. He was 
apparently as much a necessity to them 
as a court fool or a poet laureate. Not- 
withstanding this, however, there were 
times when fraud became so rife as 
to necessitate stringent laws against 
the practice of alchemy. In the reign 
of Henry IV, for example, it was de- 


of the Committee on Production. i 


creed that “none from ‘henceforward 


| Kunkel, 


shall use to multiply gold or silver, 
or use the ft of multiplication; and 
if the same do he shall incur the pain 
of felony.” |. : 

Alchemy was bitterly attacked. by 
Boerhaave, Geoffroy, Krap- 
roth, and other chemists of repute 
and influence. But in spite of this it 
had supporters in England till near 
the close of the Eighteenth Century. 


is | 
certain, that because of the associa- | 
tion of members of the church with! 
it became mixed up with! 


The modern chemist has! 


that after Arnaud de Villeneuve had. 


Dr. James Price of Guildford, a Fel- 
‘low of the Royal Society, professed it 
'/ until 1783; and hermetic societies ex- 
;isted in Westphalia. KG6nigsberg, and 
|Carlsruhe, down to.the beginning of 
| the Nineteenth Century. The art of 
| Hermes never succeeded in the trans- 
/mutation of the base metals into gold. 
The philosopher’s stone never existed 
except hypothetically in the imagina- 
tion of credulous humanity. ut out 
_of the efforts of many thoughtful men 


| osopher’s Stone, and pinned their the present has grown with its en- 


lightened views and fuller knowledge. 
' Alchemy, although in many respects a 
‘remarkable example of the extent to 
i which human reason may aberrate, 
can never be without human interest. 
It brought to view many fresh fields 
‘of research, and led to the: discovery 
‘of many facts of great importance 
during its strange and devious career. 


LETTERS 


' Communications under the above head- 
ing are welcomed but the editor must 


he does not undertake to hold himself or 
{this newspaper responsible tor the facts 


l or opinions so presented. 


(No. 391) 
Boston Prices Exceed New York's 


To the Editor of The Christian Science 
Monitor: 

Possibly the following may be of 
interest to The Christian Science 
Monitor in its crusade against profit- 

eering, especially in Boston, where, 
it seems to me, after living in reason- 
able New York, the evil is rampant. 

Of one thing I am sure, that Bos- 
ton is the more expensive city of the 
two in which to live. When making 
this statement to others and express- 
ing astonishment at the prices I was 
asked to pay, the reply was often 
| given, “But undoubtedly New York 
‘prices have advanced considerably 
sinee you 'left.” So, being in the 
vicinity of New York’s best market 
| (Washington) on Sept. 28, I went in 
simply out of curiosity. The market- 
man with whom I formerly traded told 
me that rump steak was then 45 = 
,and had never been higher. No wo 
‘der I felt as if I had fallen ae 
| highwaymen when Boston exacted 75 
cents a pound. Isn’t this profiteering? 
‘At Ninety-sixth Street, about six miles 
‘from Washington Market, the price 
asked was 46 cents—a regsonable in- 
crease for a residential district. 

During the first months of this year, 
before leaving New York, the highest’ 
I had paid for sirloin, tenderloin or) 
Delmonico steak was 30 cents. I did not 
ask the present prices on these as I 
had no thought of writing this letter 
‘at that time, but no doubt The Chris- 
‘tian Science Monitor representative 
could furnish a more detailed list of 
prices that would be really interesting 
reading to Bostonians. In the market | 
iI noticed the following. 

New York Boston 


Rump steak 
hops 

| Bananas 

Oranges 

Lettuce 


In Boston one finds a difference in 
| prices even on the two sides of an 
avenue; for instance, on one side of 
|Massachusetts Avenue a salad dress- 
‘ing sold for 33 cents, while by going 
‘across the street the same brand and 
size could be purchased for 28 cents. 
More profiteering? Cereals and other 
things are the same. 

A fruit dealer recently told me that 
‘he could go to New York and buy 
‘bananas cheaper than the same com- 
| pany wo.ld sell to him in Boston, mak- 
ing due allowance for freight. 

Boston will not forget the occasion 
for the Tea Party that made her fa- 
mous, nor should she bear with any 
better grace now another form of in- 
justice camouflaged as “war prices.’ If 


planation to make as ‘to why prices 
are higher here than in other large 


keepers, I am sure. 
received by persons coming from out- 


badly imposed upon: 
(Signed) S. JESSIE SMITH. 
Boston, Mass., Oct. 12, 1918. 


, (No. 400) 
“Invest in” Bonds, Not “Buy” 


To the Editor of The Christian Science 
Monitor: 

We sometimes heard it said that the 
Liberty Loan was not being subscribed 
as rapidly as we had a right to expect 
it to be. It is generally accepted that 
thinking underlies all of our activity, 
and certainly thinking underlies the 
investment in Liberty bonds. Would 
not the vast majority of individuals 
think differently if we should say, “In- 
vest in-Libérty bonds” instead of, “Buy 
Liberty bonds”? People always hesi- 
tate about buying something that is 
new or unfamiliar, but they dearly 
love a good investment. Surely, as an 
investment, a Liberty bond has no 
equal; and would it not be a truer 
statement to change our slogan from 
“Buy a .Bond” to “Invest in Liberty 
Bonds”? 

(Signed) EDNA SAINT. 


Dalton, Ohio, Oct. 16, 1918. 
MEAT PRICES INCREASED 


LONDON, England—The Food Con- 
troller has issued orders increasing 
the price of meat, except pork, as from 
Sept. 22, and increasing the price of 
pork as from Oct. 6. Notices under the 
meat (retaif prices) orders prescribe 
the new retail prices of meat, and 


prices) order, 1917, and the edible 
offals (maximum prices) order, 1918, 
prescribe the new wholesale prices of 
meat and the new prices of offals re- 
spectively. The new prices show a 
general increase of 2G: per pound on 
the current prices. 


the retailers have any satisfactory ex- 


cities, it would be welcomed by house- 
The impression 


side of Boston is that they are being 


Special to The Christian Science Monitor 


amendments of the meat (maximum 


| this second group 


REPORT ON FRENCH 
~ MASONRY 


I 
Specially for The Christian Science Monitor 
The report of the Special Commit- 
tee on French Masonry § recom- 
mending the recognition of-.the two 


Masonic bodies of France, which was 
adopted by the Grand Lodge of Cali- | 
fornia at its recent communication ' 
for 1918, contains the results of an 
exhaustive inquiry into the origin and, 
nature of the differences between |} 
Anglo-Saxon and French or Latin 
Masonry and it also sets forth many 
facts and observations of interest’ not 
only to the Masons of the world but 
to all observers of world movements 
and tendencies. 

An important point of discussion in 
this report is the matter of the dis- 
continuance af the use of the Bible“in 
the French lodges, the fact being re- 
called that “the French Masons have 
been roundly denounced and abused 
by grand lodges and ecclesiastical 
Powers as godless and atheistic.” ., 
The report then sets forth evidence 
to show that in discarding the use of 
the Bible the French Masons were not | 


taking their stand on a materialistic | 


or atheistic basis but “had no other: 


remain sole judge of their suitability and | end in view than to proclaim absolute | 


liberty of, conscience.” 

“In some quarters,” continues the 
document, “we find the claim made 
that the Bible was taken from the 
altars of the French lodges because 
of the attacks of the (Roman) Catho- 
lic Church on Masonry in that re- 
public, and that because the Bible was 
used on the altars of the Church, 
Masonry could not place it upon its 
altars and remain consistent in its 
defense of the rights of conscience.” 

Commenting on the ecclesiastical 
phase of the situation the report says: 

“It is not possible for us, as deeply 
attached as we are to our rituals, 
forms, and professions, to affirm with 
any surety the attitude that we would 
take on thé subject of religion, if we 
were unhappily situated in a (Roman) 
Catholic country, in the midst of an 
antagonistic population and subject 
to the vicious and continuous attacks 
of powerful ecclesiastical and illiberal 


influences. 


“Our brethren in France suffer from | 
slanderous reports and accusations | 


and are the objects of hatred and per- 
secution. They should have our sym- 


.|pathy and we should strive to view 


| with brotherly concern the measures 
they have in good faith adopted. Be- 
cause references to the Deity have 


| been stricken from the French consti- 


tutions and the Bible does not lie 


upon French altars, your committee\ 


has no more right to pronounce 
| French Masonry godless and atheistic 
than it has to assert that the people 
| Of the United States are godless and 
atheistic because there is no reference 
to the Deity in their Constitution, or 
that the schools of our, country are 
atheistic because the Bible is not 
taught therein. 

“We are not disposed to reverence 
the religious sentiments. nor admire 
the Christian kindness of the German 
militarists, no matter how loudly and 
frequently they call upon God; but, 
on the other hand, we believe in the 
charity and tolerance and brotherly 
love and the love of liberty of our val- 
orous French brethren, who have 
Omitted the name but not the service 
of God from their rituals and consti- 
tutions, ‘and who are fighting for the 
very essence of Freemasonry. Noble 
France is in the very forefront of the 
great fight for humanity and is aiding 
in no uncertain or impotent way the 
great cause of Masonic brotherhood 
and the universality of Freemasonry. 
We are very\hopefyl that our French) 
brethren, having been brought into 
new and intimate relations with their’ 
Américan brethren, will in the near fu-| 
ture, out of a new- 
and inspired by a fraternal desire for 
a closer spiritual urion, alter their: 
constitutions and rituals to more} 
nearly conform to thoce which bind in: 
fraternal bonds the hearts of more 
than 1,000,000 American Masons ” 


According to this report the Masonic 
scholars and jurists of the world are 
coming to be divided into groups on 
the subject of the healing of the breach 
between Anglo-Saxon and Latin Ma- 
sonry. While the larger group believes 
that no recognition of the French bodies 
should be made the second group, con- 
stantly growing in size and impor- 
tance, says the report, having made 
new evaluations and formed new con- 


clusions since the war has thrust this / 


subject into prominence, demands a 
better and a wiser solution. It is with 
that the \Grand 
Lodge of California takes its stand in 
voting to recognize the French bodies. 
In this connection the report says: 
“Notwithstanding the attitude as- 
sumed at different times in the past 
by the Grand Lodge of California with 
respect to the recognition of grand 
bodies of Masonry in Latin countries, 
the time has now arrived when there 
must be a new examination of the 
question and a revision of former 
judgments. Our past judgments cor- 
rectly reflected,our best thought, but 
now a new spirit broods over the 
world and the conditions growing out 
of the great war compel us to change 
some of our rules and earlier deter- 


GARRISON 


ANEW FALL STYLE IN 


Misatiaan ‘The time has arrived when 
our brethren demand that the reality 
of universal brotherhood be substi- 
tuted for empty words, phrases and 
expressions; that we be neither con- 
fused nor misled by .catchwords for 
which we have develdped an almost 
superstitious reverence. Now is a 
time for our institution to show a 
broad catholicity of spirit and not to 
reject any Masonic power which holds 
sway over the affections of men andj 
engages the attention of the world, | 
if ‘that power displays the principles, 
of brotherly love, relief and truth, and , 
is working for the benefit and happi- 
ness of humanity, and bases itself 
upon the eternal and immutable prin- 
ciples of. Freemasonry.” 


INTERNATIONAL LAW 
AND PUNISHMENT | 


Special to The Christian Science Monitor | 


LIVERPOOL, England—The Attor-; 
ney-General, Sir Frederick Smith, 
made a strong statement with regard. 
to the punishment of those who have} 
broken international law, in the ; 
course of a speech delivered at a lunch-' 
eon given in his honor by the Lord 
Mayor of Liverpool. ’ 

He began by paying a high tribute 
to the Prime Minister, saying that he 
thought no braver or more ingenuous 
| man had ever appeared at any great 
crisis in the history of the country. 
Mr. Lloyd George’s courage never fal-' 
tered, even when the gravest disaster | 
to the Empire threatened. Perhaps 
his supreme personal contribution to 
the war had been the decision, from 
which he never deviated, that the 
strategic direction of the Western 
campaign should be in the hands of one 
man. He had fought for that for 
months against every kind of opposi- 
tion, though he had never been con- 
fronted with the opposition of Sir 
Douglas® Haig. Sir F. E. Smith also 
spoke of the ability with which Mr. 
Bonar Law had performed the great 
duties of his office. 

“I have given close attention,” he 
continued, “to ‘the subject of interna- 
tional law, and I tell you plainly that 
there is in international law abundant 
warrant for the punishment, both in 
their persons and in their purses, of 
proved and identified criminals. It 
has not been becoming, until the hope 
of victory was recently formed upon 
the events in the field, to talk of what 
we should do when victory came. 
That those persons who can be iden- 
tified with universally admitted acts 
of outrage are to escape with im- 
punity is a view of the situation 
which I certainly should find it diffi- 
cult to accept. 

“We are told it will not be possible 
for Germany to pay indemnities, 
although she herself is demanding 
£300,000,000 from the Bolsheviki. 
There are great assets in Germany. 
It is a matter which is irrelevant, 
from one point of view, as to whether 
those assets are pledged by the Ger-| 
man Government to the citizens of 
that country who have supplied the 
money for the war to be carried on. 
The relevant answer on the subject 
to the German Government is, ‘You 
have pillaged and destroyed Bel- 
gium and ravaged France, and your 
first obligation is to compensate Bel- 
gium and then France, and then pay 
those who put up the money to enable 
you to commit those outrages.’” 


ROME COURT MAKES RULING 
Special to The Christian Science Monitor 

ROME, Italy—The Court of Law in 
Rome has recently given a decision of 
practical importance regarding mari- 


tal authorization, to the effect that 
| war imprisonment must be regarded 
as equivalent to “absence,” in the 
sense of article 135 C. P. C., and that 


a woman whose husband is a prisoner 
imay therefore take any steps she 
(desires without marital authorization. 
|The question arose over.the case of 
Berardi, of Nettuno, 
*; whose husband was a prisoner of war 
‘in Austria, and who was obliged to 
|take steps involving marital authoriz- 
‘ation. Her appeal was supported by 
her lawyer, Adriano Belli. The de- 
cision was given by Judges Gagliardi, 
Pagano, and Cochetti, and was in 
‘opposition to that of the public 
ministry. : . 


This Year, A 
Stein-Bloch 
Overcoat! 


ALUE has taken on a 
new meaning this 
year. Quality is every 
man’s goal. It has been 
the goal of Stein-Bloch 
for more than 60 years. 


I show Stein-Bloch Over- 
coats, $35 to $75, of pure wool, 
spruce fit and distinguished 
refinement of line and looks. 

Close-fitting and loose drap- 
ing aye models, of course. 


! ‘CLIN DAVID 


ee 32™ Street 


OLDEST BRAND IN AMERICA — 
UNITED SHIBT & COLLAR OO: TROY, &. ¥. | 


N ew York 


THE PENNINE RANGE 


Specially for The Christian Sciasios Monitor 
In school geographies one learned 


that the so-called Pennine Range runs 


through the northern. counties of 
England from north to south, and in 


imagination one figures a well defined 
mountain chain forming a watershed 


, dividing the rivers which flow east 
into the North Sea from those which 
run west and lose themselves in the 
‘Irish Sea. But when one penetrates 
into the region the Pennine Range 
mysteriously disappears from sight 
and thereafter rarely recurs. to 
thought even as a school-day remi- 
niscence, The entire region is trav- 
ersed by valleys separating ridge after 
— of high moors and fells in end- 
less procession, each: narrow ghyll 
| drained by its racing beck, each wider 
‘dale by its picturesque river. In 
Yorkshire there seems to be local dis- 
‘tinction made between moors and 
fells, the former being formed of peat 
and often covered with ling and 
heather, the latter clothed with short, 
close grass on a shallow soil sparsely 
covering the underlying white .lime- 
stone which breaks out in frequent 
terraced outcroppings. The moors 
are rich in color; the fells a universal 
green and gray which blend into 
ethereal haze under the soft illusive 
gray of the English atmosphere. 
| From the rivers in the valleys the 
moors or fells rise to heights varying 
from 1200 to somewhat over 2000 feet, 
and once on top one feels oneself on 
enchanted ground—for all is as it has 
ever been. A few scattered sheep 
look gently up, grouse start whirring 
from under one’s feet, and the lapwing 
whirls aloft, uttering its plaintive cry. 


RAIL TRANSPORTATION IN ITALY 
Special to The Christian Science Monitor 


ROME, Italy—Lack of coal as well 
as lack of transport facilities in the 
shape of sufficient rolling stock have 
been the cause of many difficulties on 
the Italian railways. The passenger 
service has been greatly inconven- 
ienced, while the goods service has 
found great difficulties in coping with 
the demands made upon it. The use 
of lignite in Italy as a substitute for 
coal has been strongly urged, but here, 
again, it has been pointed out that its 
greater bulk as compared with coal, 
coupled with the transport difficulties, 
presents a considerable problem as re- 
gards its use at a distance from the 
localities in which it is produced. The 
high prices charged for seasonable 
fruits and other articles of food in 
some parts of the country are also at- 
tributed in some degree to lack of ef- 
ficient transport. According to the 
Corriere della Sera, railway trucks are 
to be expected from America in the 
spring and in the meantime Signor 
Villa has endeavored to supply the 
needs of the railways by obtaining 
trucks from England. It was found, 
however, that these were of too light a 
make for use on the Italian railways 
with their steep gradients, and ar- 
rangements have been made by which 
they are to be consigned to France, 
while that country will in’ exchange 
send a certain quantity of more heav- 
ily built cars, provided with brakes, 
for use in Italy. The country’s most 
urgent needs in the matter of coal 
have, it is understood, been provided 
for by arrangement with the Allies. 


Grape:Nuts 


is an unusual food.in that 
its simple grain elements 
are so selected, so pro- 
cessed and so developed 
through baking and re- 
baking as to bring forth 
the fullest of food value 
in a fashion most appe- 
tizing. ne 
Actual tens of thou- 
sands of people from all 
over the world have seen 
every step in the making 
of Grape-Nuts and 
know that out of purity, 
excellence and_ skilled 
and conscientious en- 
deavor— 
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PRESS VIEWS ON _ 
_PRESIDENT’S NOTE 


Newspapers of United: States, 
With Few Exceptions, Ap- 
prove Call Upon Germany 
for a Complete Surrender 


President Wilson’s reply to the Ger- 
man request for an armistice, in which 
he says he cannot trust the present 
German Government and calls for sur- 
render by the enemy, is upheld by the 
néwspapers of the United States, with 
few exceptions. Editorial views are 
appended. 


Boston Post 


The final reply of the President of 
the United Etates to the German plea 
for an armistice is a stern and sting- 
ing demand for “not peace negotia- 
tions, but surrender”’ Furthermore, 
the President hands over the whole 
matter of armistice to the govern- 
ments of the Allies, suggesting only 
that if those governments feel dis- 
posed to effect peace, their military 
advisers and the military advisers of 
the United States be asked to frame 
terms that will insure “unrestricted 
power” to enforce any peace to which 
the German Government has agreed. 
In the strongest language that he has 
as yet used the President expresses 
his implied but utter disbelief in any 
unguaranteed German promises in the 
field. 


Boston Herald 


The President’s note clearly means 
unconditional surrender. His treat- 
ment of the third point, in particular 
—the responsibility of the house of 
Hohenzollern—is all that the most 
vigilant upholder of allied rights 
could ask for. What the President 
calls his “harsh word,” but his neces- 
sary one, is undeniably distinct, 
brushing away all the sophistries with 
which Germany’s replies have recent- 


ly been veiled as to the overturn in 


the government there.- The President 
is perfectly explicit. He, moreover, 
takes the question of peace and of 


Jan. 8, and his subsequent addresses, 
may suggest he is in receipt of other 
and more definite commitments of the 
German Government than those which 
have come to the public knowledge. 
However that may be, it is surrender 
and nothing short of surrender that 
he now demands of Germany as the 
condition to which she must assent 
before peace can be discussed. 


New York Herald 


In his plain notice to Prussianism 
that it must surrender, the President 
accurately and clearly voices the de- 
mand of the American people. No 
less does he reflect the view of all 
Americans when he strips the camou- 
flage f the German Government 
itself. It may be, he says—graciously 
accepting the assurances of Prince 
Max of Baden and his associates for 
more than they are worth—that fu- 
ture wars have been brought under 
control of the German people, but the 
present war has not been, and it is 
with the present war that_we are 
dealing. 

So long, then, as Germany remains 
in the hands of its military masters 
and monarchical authorities 
United ‘States has for it just one word 
—Surrender! 


New York Tribune 

The President’s reply to Germany is 
perhaps the strangest diplomatic doc- 
ument of the: whole war so far. Of 
its probable consequences, immediate 
and deferred, no one can pretend at 
once to speak. He stipulates that the 
armistice shall be one that will make 
it impossible for Germany to renew 
hostilities or thwart any arrange- 
ments that are entered into. That is 
strong enough. But he goes on im- 
mediately to say, in effect, that the 
solemn assurances of the, German 
Government are worthless, because it 
is evident that the German people 
have no means of controlling the 
military authorities and that ‘the 
power of the Kaiser—called the King 
of Prussia—over the policy of the 
Empire is unimpaired. ... The point 
‘seems to be that by submitting to an 
‘armistice that will leave Germany 
powerless to renew hostilities, the 
_Kaiser-controlled people can convince 


the 


PEOPLE TO DECIDE 
GERMANY’S FATE 


(Continued from page one) 


force whatever engagements the. Ger- 
man Government undertakes to carry 
out. That these terms ‘will be severe 
and. “harsh” is taken for granted. 
{They will be such, it is believed, as 
will virtually mean the complete sur- 


or trickery. 


rulers whose words cannot be trusted. 


German “honor,” senators pointed 
out, is a question which is altogether 


of the Allies. 

“The judgment of the American pceo- 
ple has been announced in two short 
‘words: ‘Unconditional surrender.’ 
‘Nothing has taken place to modify this 
demand.” This was the comment 
made on Thursday on the President's 
reply by Representative Fess. 

“I do not believe the President or 
the allied authorities will be satisfied 
with anything short of unconditional 
surrender, an’ [ think the President 
makes that perfectly plaia im his note, 


commanders the adjustment of the 
terms of any armistice that may be 
entered into to prescribe the course 
that must be followed by the German 
armies,” said Senator Chamberlain, 
chairman of the Senate Military Af- 
fairs Committee. 

“The sooner,” he said, “our enemies 
are given unequivocally to understand 
that nothing short of unconditional 
surrender will be accepted, the sooner 
that surrender will come, and with it 
the end of a disastrous war.” 


M. Poincaré on Victory 


|Special cable to The Christian Science 
Monitor from its European Bureau 


PARIS, France (Wednesday)—Pres- 
ident Poincaré, accompanied by the 
| Presidents of the Senate and Chamber 


armistice to the Allies, and that is’ the world that they accept in good of Deputies, and other ministers and 


where it belongs. 


Boston Globe 


Mr. Wilson only says what all the 
American people would say, and all the 
people of the allied nations, in his 
assertion that “the nations of the world 
do not and cannot trust the word of 
those who have hitherto been the mas- 
ters of German policy.” Peace can be 
made only with the German people 
because only the German people can 
be trusted to keep it. If there is to be 
a@ peace with the German Government, 
it must be an imposéd peace, a peace 
accorded only after surrender. 


Boston Transcript 


The warning voice of the people of 
the United States must have been 
heard by their government, but the 
head of their government has yet to 
heed it. In number three of his new 
series of notes to Germany Mr. Wilson 
neither meets the demand of his peo- 
ple that discussion of peace with Ger- 
many be stopped, nor makes their de- 
mand of unconditional surrender as 
the only condition upon which, with 
their approval, peace can be con- 
cluded. He begins his communici- 
tion with the false assumption that 
he has “received the explicit promise 
of the present German Government 
that the humane rules of civilized 
warfare will be observed both on land 
and sea by the German armed forces.” 
Now this may be clever, but it is not 
correct. ... Following this false as- 
sumption Mr. Wilson discusses briefly 
the sort of armistice which “he would 
feel justified” in submitting for the 
consideration of our allies, as if he 
were an arbiter between the common 
enemy and our allies. Then he pro- 
ceeds to do what the German Gov- 
ernment asked him to do on Oct. 6 
last, when it requested him “to take 
steps to restore peace” and “to notify 
all belligerents of this request.” 


New York World 


Meeting promptly and energetically 
the expectations of the people of tha 
United States and of all their co-bel- 
ligerents, President Wilson’s response 
to Germany’s propositions for an 
armistice and peace is the statement 
that with some misgivings he has re- 
ferred the matter to the military ad- 
visers of the countries with which 
Germany is at war to determine 


whether they regard such an armistice |. 


advisable from a military point of 
view. Speaking for the United States 
as well as for the Western Allies, he 
says frankly, that, accepting Ger- 
many’s promises and agreements, the 
only armistice that he would feel jus- 
tified in considering would be one that 
left a renewal of hostilities on the part 
of Germany impossible. With lan- 
guage plainer and more solemn than 
was ever before used in a communica- 
tion of this kind, the President repeats 
his assertion that the Government of 
Germany which instigated this war 
is not to be trusted. 


New York Sun 


The cool, clear, temperate statement 
of the allied will and purpose will 
have its good effect. It will clear 
away German illusions without arous- 
ing a passion of desperate resistance. 
It gives, the German fire breathers no 
chance to preach a crusade; it 
strengthens the hands of those who 
see the hopelessness of further 
struggle. 


New York Times 


The great force and emphasis of 
the words with which President Wil- 
son begins his reply to the German 
note of Oct. 21, declaring that he had 
received “the solemn and explicit 
assurance of the German Government 
that it unreservedly accepts the terms 
cf peace” laid down in-his address of 


faith the terms and principles of 
/peace laid down by Mr. Wilson. 


} 
—_—- 


| Philadelphia Inquirer 

| If there are those whom the Presi- 
_dent’s consent to transmit the armis- 
tice request may disappoint, who 
would have preferred that he hold no 
parley with the present rulers of Ger- 
many beyond insisting upon an uncon- 
|ditional surrender, such persons will 
_be reassured and gratified by the vigor 
and lucidity of the President’s com- 
‘ment upon the unsatisfactory nature 
of the representations which have 
| been made with regard to the alleged 
|'reorganization of the Imperial Ger 
'man Government and by the frankness 
and force which his determination to 
deal only with “veritable representa- 
tives of the German people, who have 
been assured of a genuine constitu- 
tional standing as the real rulers of 
Germany,” is reasserted. 


' 
i 


Baltimore Sun 


The heartening part of: President 
Wilson’s note is that in which he says 
that if the United States Government 
must deal with the military masters 
and the monarchical autocrats of Ger- 
many, now or later, it must demand 
not peace negotiations but surrender. 
‘That is the word the American people 
have been wating for. It is also the 
logical word. 


Charleston News and Courier 


The German answer to this note 
must be one of three things.» It must 
be revolution, unconditional surren- 
der, or defiance. If revolution or sur- 
render comes, the war will end, not 
otherwise. The peace trap of the 
Potsdam autocrats has failed. 


Memphis Commercial Appeal 

Germany is paying the penalty today 
for her policy in 1914 of regarding 
sacred contracts as scraps of paper. 
President Wilson cannot trust’ the 
present German Government. There- 
fore he demands that Germany be 
placed in a position where, if she 
elects to break her word, her capacity 
for harm is destroyed. Mr. Wilson 
meets the highest expectations of lib- 
erty, justice and democracy. 


MINERS OF UTAH 
WELL PAID WORKERS 


Special to The Christian Science Monitor 
from its Western Bureau 


SALT LAKE CITY, Utah — While 


considerable comment has been made: 


regarding high wages paid in the 
shipyards and the ammunition plants, 
John Crawford, State Inspector of 
Coal Mines, declares that the miners 
of Utah are probably the best-paid 
workers in the United States. 

According to Mr. Crawford, some of 
the miners are now drawing more pay 
than the superintendents of the mines. 
He cites the case of one miner he 
knows, employed by the Standard 
Coal Mine at Standardville, Utah, who 
drew $533 as his month’s wages in 
July. Another received a monthly 
pay check of $530. Two other miners, 
employed at the Black Hawk “Mine, 
received $460 and $455, respectively, 
as their month’s wages. 3 

The average miner in Utah, Mr. 
Crawford says, is drawing from $19 
to $15 a day, the few instances noted 
above being exceptional. Mine fore- 
men in Utah receive about $210 a 
month, while superintendents receive 
$5000 a year, by which it will be ob- 
served that there are some miners 
receiving more than their chiefs. 

Mr. Crawford recalls the time when 
it was exceptional for a miner to 
make $120 a month. Mine foremen a 
few years ago received about $120 a 


day is eight hours. 


month for a 10-hour day. The present | 


| northern departments’ representatives, 
have visited Lille, Roubaix, Tourcoing, 


| and other places in the evacuated dis- 
'tricts. At Armentiéres he was re- 
‘ceived by the prefect and General 
| Plumer. 

Having congratulated the British 
troops on their success, he proceeded 
to Lille, where the Mayor described 
the prolonged. suffering of the inhabi- 
tants and the supreme courage which 
had been shown on all hands during 
the German occupation. The Presi- 
dent declared that complete victory 
was now only a matter of time. 

No obstacles nor political ambush- 
}ment could retard the march of des- 
| tiny. 
| Those who had assumed the respon- 
| sibility of unchaining on the world the 
‘monstrous war, had dreamed of es- 
'tablishing their hegemony on force, 
but force had put herself in the service 
'of the free nations and, before long, 
the hour of Germany’s total defeat 
would sound. 


/ 
Democratization Reported 
COPENHAGEN, Denmark (Thurs- 
day)—The democratization of Ger- 
many is spreading through the federal 
states, according to a dispatch to the 


Berlingske Tidende from Berlin. 

At a meeting of the Crown Council 
at Dresden yesterday the question of 
asking Socialists to join 4he govern- 
ment was considered. The Baden 
Government met at Karlsruhe to con- 
sider the abolition of the three-class 
franchise system and the introduction 
of the proportional franchise. Wirt- 
temburg also is said to be considering 
whether that government’s representa- 
tives in the Federal Council shall not 
henceforth receive instructions direct 
from the representatives elected by 
the people rather than from the Wiirt- 
temburg Government. The democrat- 


ization of the First Chamber there is. 


also being considered. 


Reply Reaches England 


LONDON, England (Thursday)—The 
British Cabinet met this morning pre- 
sumably to discuss President Wilson’s 
reply to Germany. The reply was re- 
ceived by the Foreign Office from the 
British Embassy at: Washington. 


Dr. Liebknecht’s Prospects 
LONDON, England (Wednesday)— 
Dr. Karl Liebknecht, former member 


lof the German Reichstag, who is in 


prison on charge of aftempting trea- 
son, will be released in a few days, 
according to a Copenhagen dispatch 
to the Exchange Telegraph Company 
quoting Berlin advices. 


we 


Effect in Austria 


BASEL, Switzerland (Thursday)— 
President Wilson’s reply to Austria’s 
note has had a considerable effect in 
Vienna, according to a dispatch to the 
Frankfiirter Zeitung. Not only was 
there a panic in financial circles, but 
the note was considered in political 
quarters as being humiliating for the 
Dual Monarchy. 


London Press Attitude 


Special cable to The Christian Science 
Monitor from its European Btreau 


LONDON, England (Thursday)— 
London evening papers comment on 


President Wilson’s latest note to Ger- 


many as follows: . 
Westminister’ Gazette 


President ‘Wilson takes the German 
Government at its word, and pro- 
poses a course of action which must 
be a test of its sincerity. All. demo- 
cratic nations will be grateful to the 
President for having thus forcibly 
projected the issue between the free 
peoples and military despotism into 
the foreground at this stage of the 
war. 


| 


leaving to General Foch and the aiifed | 


render of the German Army, or its| with a literary gem so carefully cut 
demobilization to such an extent as;and highly polished as this, may not 
to prevent any possibility of treachery'!delude him into the belief that the 
In other words, the Ger-;| President may possibly be induced to 
man Army, it is believed, will be dealt do business with him, if not on Ger- 
with on the assumption that it is the; man terms, at any rate on terms of 
military weapon of those autocratic; some sort. 


The German Government’s idea of! Allies are very simple, and can be ex- 


) 


subordinate to the military exigencies | 


‘on President Wilson’s conditions still 


|question whether it considered and 
‘approved the expedition did not arise. | 


‘It is for them, not us, to say how they 
shaH be ruled. All we can say is, 


' But let it be said again that the/ 


choice rests with the German people. 


according as they choose, so we must 
act. And that is the President’s last 


word. 
The Globe 
We have only one criticism to offer 
on the President’s reply to the Ger- 
man Government,—that it_is a reply. 
The substance of it is quite uncom- 
promising and altogether admirable, 


but we cannot help wondering whether 
the mere fact of presenting the enemy 


At bottom the conditions of the 


pressed in two words, 
surrender. 


QUESTIONS RAISED IN 
HOUSE. OF COMMONS 


Special cable to The Christian Science 
Monitor from ‘its European Bureau 


WESTMINSTER, England (Wednes- 
day)-—-In the House of Commons, to- 
day, Mr. King asked whether Mr. 
Lloyd George’s July statement, that 
Germany could have peace tomorrow 


unconditional 


held goad. 

Mr. Bonar Law replied that it was 
not advisable .o make any statement 
on the subject while negoviations be- 
tween President Wilson and Germany 
were pending. 

Questioned regarding the Milner in- 
terview, Mr. Bonar Law said it was, 
of course, made on Lord Milner’s own 
responsibility and was dealt with in 
the usual way by the press. The 
Foreign Office had taken no special 
action. 

Mr. Dillon having asked whether 
the Cabinet agreed with Lord Milner’s 
views, Mr. Bonar Law pointed out that 
notice of that question must be given. 
Thereupon Mr. Hogge said he would 
raise it on adjournment. 

Dr. Macnamara informed Mr. Hous- 
ton that there was no information of- 
ficial or otherwise that German sgub- 
marines were reaching Antwerp 


WORD “SURRENDER” 
FULLY SATISFYING 


Comment on President Wilson's 
Note to Berlin Is Generally 
Favorable—Cheers at Dinner 
of Lotus Club in New York 


Special to The Christian Science Monitor 
from its Eastern Bureau 

NEW YORK, N. Y.—Comment on 
‘President Wilson’s latest note to Berlin 
is generally favorable. There is par- 
ticular expression of satisfaction in 
many quarters beCause the President 
used the word “surrender” in the last 
paragraph of the note. This was es- 
pecially evident at a dinner at the 
Lotus Club, at which the members of 


‘tion that not peace negotiations, but 


and culture, and for other points of the 


cluded within the territory of the 


the British Educational Mission were 
guests. In a summary of the note the’! 
word surrender was received with} 
cheers. One of the speakers, Nicholas; 
Murray Butler, president of Columbia 
University said: “That is the word 
for which we have been waiting.” 
Some comment is heard along the 
line that the last half of the note is 
not parallel with the first half. Prof. 
Franklin H. Giddings of Columbia be- 
lieves the last half proves that the 
first half should not have been written. 


George W. Wickersham, former 
United States Attorney-General, also 
criticizes the note adversely. He be- 
lieves the latter part of the note to be 
a demonstration of the complete im- 
practicability of dealing with the 
German Gevernment as a government 
that can be trustea. 

Meletiog Metaxakis, Archbishop oi‘ 
Athens, said: “Surely, the President 
‘is right. Before there can be an 
armistice, Germany must surrender 
her whole fleet, the fortified places 
that shall be specified by the allied 
military commanders and her muni- 
tion factories, and she must send 
away the guilty dynasty of Hohenzol- 
lern. Only by such means can Gey- 
many prove her sincerity in express- 
ing a desire to conclude the demo- 
cratic peace for which the world has 
fought.” : 

The opinion of the majority Social- 
ists is expressed in the New York 
Call: “The President has shown again 


through the neutral waters of the 
River Schelde. The Admiralty had no) 


that he knows the attitude, not only 
of the American people, but of those 


doubt the Dutch Government would! of the allied countries toward the 


fulfill its obligations to prevent such | 


occurrences if necessary. 

Asked whether the government 
would apply to Ireland President Wil- 
son’s four points in his address to 
Congress, Feb. 11, Mr. Bonar Law said | 
there was nothing in them that did/| 
not form part of the government’s pol-| 
icy toward Ireland. 


eral Staff, and the Supreme War coun- 


cil at Versailles being only concerned | 


with matters of general policy, the) 


' 
’ 


Mr. Dillon having asked if the Prime 
Minister would state when he pro- 
pesed to make a statement on the 
British Government’s peace terms in 
response to President Wilson’s Sept. 
27th appeal, Mr. Bonar Law said he 
could add nothing to his previous re- 
ply on the subject. When pressed 
further, he said in the government’s 
view the present was not the time to 
discuss a question of that kind at all. 


LONDON, England (Wednesday)— 
The House of Commons adopted a 
resolution in favor of women sitting 
in Parliament. The resolution was 


question of peace; that the people of 
none of the warring countries wish 
to descend to the level of Prussian 
junkerism in wreaking revenge upon 
the people of the Central Empires, 
but, on the cOntrary, wish to do all 
they can to enable the people of the 
enemy countries to throw oif the yoke 


Mr. Macpherson | jmposed on them and end forever the 
informed Mr. King that the Baku expe-j| rule of autocracy. 
dition was ordered by the Imperial Gen- 


The reigning dy- 


| nasties are doomed, and the peace that 


is coming will be one that cannot be 
disturbed again by the rattling sword 
of kaiser or junker. And what is of 
vital moment to all mankind is that 
there are signs that the diplomatists 
of the world who have played their 
game with the people as pawns are to 
be shorn of their power and that the 
people will demand that their voice 
be heard in a decision that is of either 
infinite weal or woe to them.” 

“The first sentence of the reply to 
the latest German note, ‘having re- 
ceived the solemn and explicit assur- 
ance of the German Government,’ 
shows the wisdom of President Wil- 
son’s preceding note asking Solf whom 
he represented,” said Mrs. Ida Husted 
Harper, editorial chairman of the Les- 
lie National Suffrage Bureau, to a rep- 
sentaitve of The Christian Science 


passed by a majority of 249. 


Monitor. “I enjoyed the quiet sarcasm 


As served 


will send you a 


OU andthe children should 
both enjoy the hot chocolate 
served at the Huyler’s stores. 
Now youcan get thesamecocoa 
for usé in your own home? 


— Ce 


Packed ,for home use 
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groups, within the nations represented, 


state organized by it. Neighboring 
states will be assured free access to 
the sea, provided that they make no 
attempts on the constitutional rights 
of the state and .on its — territorial 
integrity. 

The committee finally urges con- 
cord among all the nationalities in 
order to create a great national state. 


Jugo-Slav Government Needed 


Special cable to The Christian Science 
Monitor from its European Bureau 
PARIS, France (Wednesday)—In an 

editorial.in the Journal Des Désbats, 

M. Gauvain urges the necessity of the 

formation of a common organ for the 

complete realization of the declaration 
of Corfu. There is already such an 
organ, continues M. Gauvain, in the 

Serbian Government, but in its pres- 

ent composition the Cabinet is Burely 

‘Serb and purely party, and does not 

meet the needs of the present situa- 

tion. Serbia is actually a regular 
state and a military representative of 

the whole Jugo-Slav people, and, in a 

certain way, carries out the function 

of a government for the whole of the 

Jugo-Slavs. It is a great part to play, 

and recalls the period during 

fixing of boundaries, consideration | ‘2¢ Risorgimento. For the analogy to 
should be confined to the fundamental | 5© Complete, it is necessary that the 
of whether there should be any more | 2&2d of the government should imitate 
wars. “Shall it be too much to ex-| Cavour and take the initiative which 
pect,” he queried, “that the proposed the situation demands. Cavour took 

League of Nations will pass an inter-|#5 his associates eminent Tuscans, 

national law which shall guarantee to | Lombards, and Italians, who were not 

small nations, everywhere, full pro- Piedmontese. He created an Italian . 

tection ?” ) ee before an official Italy 

, existed. 
Dr. Szlupas, Lithuanian delegate, The example is «ease eee Goa 


spoke of the false census taken of his , 
country by the Germans. — He said low. The form in which this associa- 
tion can be realized will not be diffi- 


these counts were taken in such man- 
ner that if the reports were to be ac- = ode we We feel sure M. Pachitch 


cepted by the peace conference as 
determining factors of fixing boundary 
lines by racial lines, Lithuania would 
be “left out.” 


of placing ‘military masters’ ahead of 
‘monarchical autocrats,’ as showing 
the domination of the former. I be- 
lieve it is the first instance in: all 
history where one government has 
said to another that its word could 
not be trusted. The President’s intima- 


surrender, will be the final word cer- 


tainly is echoed by the whole United 
States.” 


BOUNDARY CLAIM 
QUESTION BARRED 


‘ 


(Continued from page one) 


Italian or other foreign groups in- 


federation 
Mr. Sichinski, Ukraine delegate, 
warned against extending to small 


the right of self-determination. He 
pointed out that such a small group 
might want the right of forming a 
monarchy. 

Dr. Masaryk observed that in dis- 
cussing the “military” aspect of the 


Austrian Attitude to Peace 

AMSTERDAM, Holland (Thursday) 
—Baron von Hussarek, the Austrian 
Premier, in discussing President Wil- 
son’s reply, before the Austrian Upper 
House in Vienna on Tuesday, said 
that Austria was able to indorse the 
President’s peace program without 
forsaking deep-rooted convictions. He 
declared it was a historic and funda- 
mental idea of the Hapsburg mon- 
archy that all its peoples should have 
equal rights. He did not think the 
President’s reply would result in a 
ideas breaking off of the exchanges. 
have been enunciated by the com-, Tzech members declared that the 
mittee: | plan embodied in the imperial mani- 

First, to bring about a reunion of all) festo for the establishment of a Tzech 
the Slovenes, Croatians, and Serbians! state was impracticable. 


on a racial basis, without reference to 
their present political frontiers. | CLASS ONE MEN LISTED 
| United Press via The Christian Science 


Second, to create a soverign state 
Monitor Leased Wires 


on a democratic basis. 
WASHINGTON, D. C—Two more 


Jugo-Slav Manifesto 
BASEL, Switzerland (Wednesday). 
—The Central Executive Committee 
elected on Oct. 5 by the National 
Council of Slovenes, Croatians, and 
Serbians at Agram has issued a state- 
ment that the committee will at once 


assume the political direction of those 
nationalities, and declaring for the 
creation of a sovereign State on a 
democratic basis. | 

The following fundamental 


Third, to see that the nationalities | 
represented by the council have a/ states, Nevada and New Hampshire, 
delegate at the peace conference., have been added to the “over the top” 

The committee rejects the plan con-/|Jist in the classification of the class 
tained in the imperial manifesto for; one men in the ages of 19 to 20 and 
the settlement of nationalistic prob- | 32 to 36, according to the master chart 
lems in Austria. It will guarantee the;in the Provost Marshal-General’s of- 
free development of all national ma-|fice-recording the progress of the 
jorities which may form a part of the! state local boards. 


The 
GAMEBROOK 


This Overcoat carries the 
Army flavor as applied by 
our tailors at Fashion 
Park. It meets the needs 
of the type of business 
man who is_ thoroughly 
practical and still it’s 
jaunty enough to be ap- ° 
preciated by young men 
who want that extra style. 


ashion Clothes 


Tailored at Fashion Lark Rochester; N. XY 


REGISTERED 


Are sold in Greater Pittsburgh 


exclusively at the Rosenbaum Store 


mea AO SEINIB YAU) ee 


“THE STORB*AHEAD IN THE CITY AHEAD” 


PITTSBURGH, PA. 
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SAVE 
ICE MONEY 


; Paves. 


PITTSBURGH 


MEATS. BUTTER, EGGS, DELICATESSER 
“Ouly the best is cheap” 


Men 


Oswald Werner & Sons Co. 
Tel. 6400 Hiland. - PITTSBURGH, Pa. 


RUGS, CARPETS, FURNITURE 
PORTIERES, CURTAINS, BLANKETS 
SILKS, ‘LACES, VELVETS 


Ladies’ Dresses of all descriptions. Plumes 
and Fancy Feathers. Kid Gloves, Gentiemen s 
Ciothing. ete. Dyed and cleaned. 


So Suprotme 


JOSEPH 
HORNE 
CO. 
Pittsburgh 


At least six months of the year it 
is cool enough to keep butter, x 
cream and table supplies in a window 
refrigerator — outside the kitchen or 
pantry window. 

Here's a box that makes it easy 
and convenient. Adjustable window 
refrigerator, . O. -B. Pitts- 
burgh. ‘Height in front 16 inches; 
height at the back, 13 inches; depth, 
12 inches; length adjustable to fit 
windows from 19 to 35 inches wide. 
‘Do not make the mistake of buying 
a non-adjustable box. . 


Boggs & Buhl. 


PITTSBURGH, PA. 
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A. W. SMITH CO. 
Florists 
| Keenan Building, PITTSBURGH 
ALL DEPARTMENTS . 
LARGEST IN AMERICA 
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- of utter indifference as to the ultimate 


/_» men are without shelter at night, and 


_. had only learned of American inter- 
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 gtoicism. 
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-. to Denain, where there are several 
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porn 
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filed a resolution Leking ‘that com- 


_ [missions be sent to ascertain the ex- 


o Cruelty ot Wada Guards. to 
British Prisoners Is Reported 
~ by Soldiers Who Escaped 
Into | Neutral Couatries 


Special to The Christian Science Monitor 
from its Canadian Bureau 
WA, Ont.—The British Min- 
ath of Information has forwarded 
‘ particulars concerning the escape of 
prisoners from Germany. In 
the last year about 50 Canadians have 
_ been eventually enabled to return to 
_ their own country, after first escaping 
from Germany into neutral territory. 
thout exception the stories of these 
men regarding their life and sufferings 
in Germany agree in every important 
detail. It is no Iie, they say, that 
some of their number were nailed to 
en posts and barn doors during 
those fateful days of April, 1915. A 
few of them witnessed the spectacle. 
Others heard the particulars from 
their .comrades who were eye-wit- 
nesses. It is no fabrication, they add, 
that the wounded were done to death, 
as they lay helpless on the battle- 
field, by brutal Prussian Guards, that 
their injuries were left undressed for 
many days, that their pleas for 
- nourishment were dismissed with con- 
temptuous grins by their captors. 
These returned Canadians have de- 
posited overwhelming evidence of all 
these things,‘and to their testimony 
is added that of those repatriated men 
whose physical disabilities forbade 
their escape. 

Often working alongside German 
civilians in the mines and quarries of 
Westphalia, and on the farms in Hast 
Prussia and Bavaria, the Canadians 
were repeatedly able to glean the 
popular feeling toward the war. In 
almost every instance it took the form 


outcome. Most of these Germans were 
‘ready for peace at any price. They 
had been led to believe, by skillful use 
of propaganda and other methods, that 
the defeat of Germany’s military 

was without the bounds of 
possibility. Von Hindenburg, accord- 
ing to these people, held the keys to 
the situation at all times and could 
open or lock the door to peace at will. 
The prolongation of the war was his 
decree, and was designed to punish 
England and her “pig-dogs.” 


Bulgarian Deeds 


Special cable to The Christian Science 
Monitor from its European Bureau 
LONDON, England (Thursday)— 

’ The Serbian legation announces semi- 

officially that a high allied officer 

who has returned from Sofia reports 
terrible conditions in the internment 
camps for Serbian prisoners in. the 

Sofia neighborhood. Apparently the 


treatment and food supply is very bad. 

The released Serbian prisoners 
from more distant. parts have been 
turned loose without any support and 
have to walk home without fook The 
Bulgarians used these for work under 
military contro] even after the con- 
vention was signed. 


German Methods in Lille 


Special cable to The Christian Science 
Monitor from its European Bureau 
PARIS, 

the course of his speech before the 

Chamber of Deputies; on resuming 

his seat after spending four years in 

Lille, M. Ragheboom told of the 

treatment inflicted on women and 

children by German soldiers, of how 
children had been hanged by ‘their 
wrists to force them to work for the 
enemy of their country. Amid intense 
indignation, in which the Socialist 
benches freely joined, the Chamber 
voted that the speeches of the two 
deputies should be placarded resin 
out the country. 

In conversation with the imines in 

_ the lobbies at the close of the sitting, 

M. Delory, the other deputy released 

from Lille, described the total absence 

of all war news in Lille, and how he 


veation through reading communiqués 
in German papers. He said that the 
pillage in Lille was systematic, that 
all machines and metal objects were 
removed, and that copper was made 
the object of daily search. In spite 
of everything, the people of Lille, he 
said, never failed to show wonderful 


Looting Continues 
WITH THE ALLIED ARMIES IN 
' FRANCE AND BELGIUM (Thursday) 
—The enemy continues to shell a]! the 
larger towns within range, notwith- 
standing the fact that there are thous- 
ands of civilians in them. In addition 


usand persons, mostly women and 


dren, the Germans have been con-/ 


i deaenals shelling Le Cateau, in 
which there are many more. The 


France (Wednesday)—In) 


| tent of the devastations, which were 


described as heartbreaking. The res- 
olution was unanimously adopted. 
In the Chamber of Deputies, a cor- 
‘dial reception was given to Deputies 
M. G. Delory and Ragheboom, who 
stayed in Lille during the German 
occupation. Paul Deschanel, Presi- 
dent of the Chamber, praised their 
courage, and rendered ho 
Ghesquitre, deputy of Lille,’ who was 
a victim of German ‘barbarity for hav- 
ing .defended his townspeople. 


. Bulgarian Methods 

LONDON, England (Wednesday) — 
Liberated British prisoners passing 
through Sofia on their way to Salonika 
speak gratefully of the work done by 
the American Consul-General at Sofia 
in their behalf, according to a dispatch 
to The Daily Mail.. They said’ that, 
although the British and Frencli pris- 
oners endured much hardship, the 
Serbians were regularly beaten by 


without excuse. 


Bulettion Deeds Investigated 

ATHENS, Greece (Wednesday)—By 
a@ royal decree, which was signed to- 
day, subscriptions to alleviate the con- 
dition of liberated Greek peoples in 
those portions of Macedonia, which 
have been occupied by Bulgarian 
troops will be received by a commis- 
sion under the presidency of King 
Alexander, The government has ap- 
pointed a delegation charged with the 
work of securing evidence from the 
Turkish and Greek inhabitants of the 
country relative to atrocities and 
other crimes committed by the Bul- 
garians during the occupation there. 


U-Boat Recall -Denied 
AMSTERDAM, Holland (Thursday) 
—Denial] that Germany has ordered the 
cessation of all destructions whatso- 
ever on the western front is made by 
the semi-official Norddeutsche Allge- 
meine Zeitung of Berlin, 

The newspaper denies the news- 
paper reports from outside Germany 
that German submarines have been 
recalled to their basés. 


Systematic Devastation 

WITH THE FRENCH ARMY (IN 
CHAMPAGNE (Wednesday)—-(By The 
Associated Press)—-Detachments of 
engineers from General Gouraud’s 
army, in exploring. the region from 
which the Germana have been driven 
in this sector, have discovered in many 
villages evidence of the method by 


which the destruction of dwellings, 
churches and other public buildings 
was organized. 

The region along the Retourne 
abounds with indications of willful 
devastation of villages that were nev- 


-er within range of artillery, but were 


found razed to the ground. In others, 
where houses were still erect, they 
were mined for slow destruction, 
while ovourely military 
such as barracks built by the Germans 
for their own troops were left intact. 

Orders for the burning of Juniville, 
a large village in the valley of the 
Retourne, arrived on the day of evac- 
uation. The,Germans had built com- 
fortable quarters, with casinos, offi- 
cers’ clubs, moving picture theaters, 
hotels and rest houses, for the sol- 
diers of the village. The village was 
accordingly destroyed. Mont St. Remy 
shared the same fate. 

Chatelet, Alincourt, Bignicourt and 
Ville-sur-Retourne were partially 
saved because the French troops 
pressed the Germans there so closely 
that the sappers left behind to do the 
work were surprised. Some of these 
men fled before they could set off the 
mines’ which had been prepared, 
Others were captured. 

It has been necessary for French 
sappers and miners to explore the 
cellar of every house remaining in- 
tact in this region. . Under most of 
them mines have been found. Mouths 
of wells were so mined that explosions 
would fill them with rock and earth. 
At Aussonce mines were discovered 
labeled to indicate the class of de- 
struction for which they .were pre- 
pared. These mines were provided 
with glass tubes containing a corro- 
sive diquid to eat away the wire con- 
nection with the mines and cause ex- 


‘plosions within a lapse of time indi- 


cated on each tube. Some were marked 
for one hour, others for two, 12 and 
24 hours. Some were marked for as 
high as 72 hours. 


TEACHERS’ VIEW 
Special to The Christian Science Monitor 


its Canadian Bureau 


CALGARY, Alta.—The teachers’ 
convention in this city went on record 
as favoring a conference of education- 
tists in Canada to discuss a natjonal 
policy:for the teaching and developigg 
of Canadian citizenship in the schools. 
It was felt that such things are being 
left too much to the provinces for 
their individual policies, which, fine. 
as they might be in themselves, were 
Tse sufficiently national in character. 


to ML . 


their Bulgarian captors and often shot. 


BULGARIAN ACTS | 
NOT A SURPRISE 


Entire History of This People Is 
One of Atrocities and Barbar- 
ity, Declares the, Archbishop 


of Athens, Reviewing Crimes 


Special to The Christian Science Monitor 
from its Eastern Bureau 

NEW YORK, N. Y.—Nobody who 
knows the Bulgarians was surprised 
to hear about the atrovities they have 
committed during this war, according 
to Meletios Metaxakis, Archbishop of 
Athens and president of the Holy 
Synod of the Church of Greece, who, 
in an interview with a representative 
of this bureau on Thursday, after re- 
viewing these atrocities and the “in- 
stinctive barbarity” of the Bulgarians, 
said: 

“I hope that, in simple justice, the 
civilized nations; which have shed their 
blood so abundantly, in this war, for 
liberty and humanity, will not allow 
these atrocities to’go unpunished. Not 
only do the interests of universal hu- 
manity and justice demand punish- 
ment and reparation for these barbar- 
ities, but the interests of the Bul- 
garians themselves demand them, in 
order that the people may learn the 
lesson that they should be more hu- 
mane in future.” 

The archbishop-said that the crimes 
of the Bulgarians might be a surprise 
to the American people, who were not 
all in @ position to know that the 
whole history of the Bulgarians is 
one of atrocities and barbarities. The 
latest of these did not surprise him; 
what Bulgaria had done in Serbia 


* 


jand the Greek provinces was to be 


expected. From a remote epoch, this 
instinctive barbarity of the Bulgarians 
had not decreased. He himself had 
seen it in the regions devastated by 
the Bulgarians in the Balkan wars. 
A personal yisit to the battlefields and 
ruined towns had shown him what 
barbarity was. Negrita, Seres, Doxa- 
ton, Drama—all of these he had seen 
burning; and he took photographs of 
these scenes of devastation and heard 
from the people themselyes the suf- 
fering to which they had been sub- 
jected. He found no words to describe 
these horrors, the most terrible fea- 
ture of which was that they had been 
inflicted “without any reason of war 
necessity.” 

To him, therefore, there was no 
news in the story of the Bulgarian re- 
duction of the population of Seres, 
for instance, from 24,000 to 5000 or 
6000. In other cities and villages un- 
doubtedly there was the same pro- 
portion of destruction. Since it is 
hard for the civilized world to realize 
such atrocities, he thought the Greek 
Government desired that all civilized 
countries should send their own frep- 
resentatives to those districts to learn 
the facts at first hand. He was cen- 
vinced the reason behind all this. bar- 


installations | 
‘to transfer their lands to Bulgarian 


barity was the Bulgarian mania .to 
destroy other people’s property and 


occupation. 

The archbishop was emphatic in his 
statement that the world should not 
condone such a record of crime as 
Bulgaria's. 

He intimated, that at the peace 
table, Greece would have something 
to say along this line. He also said 
that he had received word from Mr. 
Venizelos that he was coming to the 
United States as soon as events al- 
lowed him to leave Europe. 


DULUTH APPLIES THE 
WORK-OR-FIGHT ORDER 


Special to The Christian Science Monitor 
from its Western Bureau 
DULUTH, Minn.—The application of 
the work-or-fight order of June 4 last 
was invoked here on Thursday by or- 


der of the Minnesota State Safety Com-| 


mission in consequence of shortage of 
labor on the coal docks to handle fuel 
being brought up by steamers and the 
unloading of it on cars for shipment 
to points over the Northwest. Move- 
ment of coal is being held up, and, 
with cold weather coming on, the situ- 
ation at the docks has grown serious, 
as shown in shipments of less than 
1000 cars daily, while the capacity of 
docks is over 2500. Besides in the coal 
trade, labor is required in other ‘in- 
dustries. According to the order, un- 
employed men not in the military serv- 
ice must report immediately at the 
employment office here for work. 


SENATOR WEEKS 
DEFENDS SHIP BILL. 


Specially for The Christian Science Monitor 


BOSTON, Mass.—Senator John W. 
Weeks, in addressing the guests at an 
informal luncheon at the Passachu- 
setts Club on Thursday, after urging 
the voters of the state to take on elec- 
tion day, Nov. 5, a real concern as to 
whom they send to Washington to rep- 
resent them in the United States Sen- 


ate for = next six years, replied to 


| 


an attack made upon his stnoanit by 
his Democratic opponent, David I. 
Walsh, at the Democratic State Con- 
vention at Worcester on Wednesday. 
“My Democratic opponent,” - the 
Senator stated, “said that I was a 
leader of a coterie of Republicans in 
Congress who had been instrumental 
in presenting the adoption of a 
government-owned steamship policy 
before the war. I think he does me 
altogether too much honor in saying 
that I am a leader. He does not:say 
what that policy was, how it origi- 
nated, or how it would have resulted. 
“As a matter of fact, before that 
time I had introduced a bill in the 
Senate-providing that army and navy 
transports which, in times of peace 
were not needed for army and navy 
purposes, should be used in providing 
a transportation line from the Atlantic 
coast to the west coast of South 
America, until private capital came in 
to cover that field. It seemed a good 
proposition and was unanimously 
adopted by the Senate. It went to the 
House, went to a committee controlled 
by Democrats, and never reappeared.” 


SOCIAL INSURANCE, 
AND PROPAGANDA 


Authority on Insurance in United 
States Says Plan Is Clearly in 
Line With Enemy Activities 


Specia! to The Christian Science Monitor 


from its Pacific Coast Bureau 
SAN’ FRANCISCO, Cal.—That the 
attempt to fasten a cumpulsory health 
insurance system on the State of Cali- 
fornia, by passing the Social Insur- 
ance Constitutional Amendment at the 
election on Nov. 5 is clearly in line 
with German propaganda is a state- 


ment made to a representative of this 
paper by Frederick L. Hoffman, vice- 
president of a large insurance com- 
pany and a leading authority on in- 
surance and allied subjects in the 
United States. 

“In the first statement made in the 
German Reichstag regarding President 
Wilson's peace note,” said Dr. Hoff- 
man, “Prince Maximilian insisted that 
one of the conditions precedent to a 
lasting peace from a German view- 
point must be the adoption of a social 
insurance system in accordance with 


signatory to the pact. 
for this is very plain. 


of social insurance in Germany 


petition after the war shal] handicap 
themselves in a similar manner but to 
a@ more serious degree.” 

Opponents of the measure in Cali- 
fornia also have called attention to 
the German origin and alleged Prus- 
sian nature of the measure, stating 
that the editorial utterance of Ches- 
ter H. Rowell, chairman of the Social 
Insurance Commission and the lead- 
ing advocate of the plan, show him to 
be thoroughly imbued with German 
ideas and methods on many subjects. 
A statement opposing the measure 
signed by 200 leading California phys- 
icians says: “Frequent doctors’ strikes 
in Germany, which have been regu- 
larly and officially suppressed, speak 
volumes of the medical maladminis- 
tration that surrounds: compulsory 
methods of health insurance. Even 
imperial methods of paternal and 
German doctors accustomed to the 
military government are restive under 
a compulsion that oe the rights 


STILLS DESTROYED IN 


Special to The Christian Science Monitor 
from its Western Bureau 
LOUISVILLE, Ky.— United States 
revenue agents operating out of Louis- 
ville have destroyed 15 illicit stills in 


‘the mountains of Kentucky and have 


arrested 10 operators. They were as- 
sisted by revenue men from several 
southern States, Stills were destroyed 
in Harlan, Knox, Pike, Letcher, Clay, 
Breathitt and Floyd counties, The 
raid is a part of the general plan of 
the Federal Government to clear out 
the mountains. 


KENTUCKY MOUNTAINS 
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‘loyalty issue is uppermost. 


SENATE CONT ESTS | 
IN FOUR STATES 


Both Parties.in Congress Maneu- 
vering for Position — Loyalty 
Issue Raised in the Kansas 
and Nebraska Campaigns 


Specia: to The Christian Science Monitor 
from its Washington Bureau 

WASHINGTON, D. C.—Both parties 
in Congress are maneuvering for 
position for the contest scheduled for 
Nov. 5. The loyalty.issue was raised : 
in the Senate on Thursday, when Sen-. 
ator Thomas of Colorado and Senator 
Williams of Mississippi, both Demo-' 
crats, attacked the record of one of 


primary was held to obteln candidates 
to fill the vacancy caused by the elec- 
tion of Irvine L. Lenroot to the Sen- 
ate, Adolphus P. Nelson was nomi- 
nated by the Republicans. There is 
no Democratic candidate. 

The election will be held in connec- 
tion with the regular election in No- 
vember, 


President's Letter Attacked 


WASHINGTON, D,. C,— Chairman 
Fess of the Republican congressional 
campaign committee, in qa statement 
on Thursday attacked President Wil- 
son’s letter, made public on the day 
before, asking for the election of 
Democratic senators from New Jer- 
sey, as “subject of just criticism by 
yoters, who have resented the capital- 
ization of the war for party purposes.” 

Governor Edgé, Republican candi- 
date, has issued a statement depre- 


cating the President's entrance into 


their Republican colleagues in the the New Jersey campaign for “personal 


chamber, namely, Senator George W.. 
Norris of Nebraska. Senator Norris| 
is one of the few members left in the) 
Senate who opposed the entrance of 
the United States into the war against 
the Imperial German Government. 

The question of his reelection to 
the Senate is, therefore, one of nation- 
wide importance, Democrats can un- 
doubtedly point to the fact, as was 
done on Thursday, that Senator Nor- 
ris, though an “honorable and excel- 
lent man,” as Senator Thomas put it, 
was one of the bitterest objectors to 
the war. Senator Williams recalled 
what he characterized as the “most 
disgraceful scene he had ever seen in 
the chamber,” when the Senator from 
Nebraska had declared that the 
“American flag.is covered with dollar 
marks,” 

Senator Norris, a veteran member 
of the House and the Senate, is hav- 
ing the contest of his life on his hands. 
It has gone badly so far with members 
of Congress whose record on the war 
was open to aspersions. The record 
ef this Senator undoubtedly is, and 
the country will therefore watch the 
result with more than ordinary inter- 
est. The Non-Partisan League is sup- 
posed to lend its strong support to 
Senator Norris. 

Another important Senate contest 
is the one in Nevada. Charles B. Hen- 
derson, Democrat, filling the unexpired | 
term of Senator Francis G. Newlands, | 
is a candidate for election on the Dem- 
ocratic ticket. His opponent on oa 
Republican side is Congressman J&#,. 


German ideas by all the countries; —. Roberts, whose support of the war, 
The reason | it was alleged on the floor of the Sen-| 
The total cost, | ate, has been none too cordial, 
is’ Nevada senatorial contest is compli-! 
not less than 10 per cent of the total; cated by the appearance in the field of 
wage payroll and to equalize the cost!a woman, Miss Anne Martin, seeking 
of production in international com- | election to the Senate as an indepen- 
merce, it is of the utmost importance | dent. 
to Germany that all of the other coun-' 
tries with which she be in active‘cem-'| siderable interest. 


The | | 


The election in Illinois is of con- 
In a state normally 
strongly Republican, Congressman 
Medill McCormick is out to defeat Sen- 
ator James Hamilton Lewis. Sen- 
ator Lewis is believed to be very close 
to the White House, and speaks for the 
administration in the Senate. His re- 
cent trip to France is supposed to 
have been of a semi-diplomatic char- 
acter, A veteran shrewd, and astute 
campaigner, he is facing strong odds, 
and the indications are that Medill 
McCormick will be elected. The Con- 
gressman is ‘very close to Roosevelt, 
and naturally the Illinois election is 
one which gives considerable concern 
to the Democratic majority in the Sen- 
ate. 

Republicans are concentrating all 
their energies for the election of Gov. 
Arthur Capper in Kansas, to succeed 
Senator Thompson, Democrat, who is 
seeking reelection. Here again the 
Senator 
Thompson, who is regarded as amen- 
able to party dictates, is a strong sup- 
porter of the President. His Republi- 
can opponent’s attitude on the war 
is attacked by the. Democrats, and, 
though personally stronger than Sena- 
tor Thompson in Kansas, the candi- 
dates’ respective records on the war 
may prove the decisive factor. 


Senator. Husting’s Brother Nominated 
Special to The Christian Science Monitor 
from its Western Bureau 

MILWAUKEE, . Wis.—Bondue] A. 
Husting. brother of former Senator 
Husting, was nominated at the#pecial 
primary by the Sixth Wisconsin Con- 
gressional District Democrats to fill 
the unexpired term of Congressman 
Davidson. The Republicans nomiat- 
ed FPloiran Lambert. 

In the eleventh district, where a 


GIRLS’ SHOP 
- Will you tell your school- 


girl friends Filene’s has 
fur-collared coats at $/5? 


advantage. ad 


CUBAN PLANTERS 
SWELL LOAN TOTAL 


Final Reports From Island Ex- 
pected to Show $10,000,000 
Subscription to Liberty. Bonds 


Special to The Christian Science Monitor 
from its Eastern Bureau 


NEW YORK, N, Y.—An unofficial 
report of Cuba’s subscriptions in the 
fourth Liberty Loan shows a total of 
$8,500,000, which represents purchases 
by 15,000 individuals. As this drive 
was extended two days, it is thought 
that when the final totals are learned 
the sum will probably exceed the 
$10,000,000 mark. The proposal made 
by President Menocal that plantation 
owners contribute-10 cents on each 
bag of the sugar crop was efficacious 
in raising the totals. 

The same privilege extended to the 
various federal. reserve districts of 
naming ships and tanks after those 
towns reaching a certain percentage 
has been accorded to Cuba, 


Churches Aid Loan 
Special to The Christian Seclence Monitor 
from its Eastern Bureau 
NEW YORK, N. Y.—More than $10.,- 
' 000,000 worth of fourth Liberty Loan 
bonds were subscribed for by the va- 
rious churches, parishes, synagogues 


and temples during the last drive, ac- 
cording to John W. Horner, Jr., chair- 
man of the Central! Religious Organ- 
ization Committee. With = several 
churches still unheard from, the total 
is now $10,040,850, all of which, with 
few exceptions, consists of small 
amounts. 


— - - -- 


Porto Rico Oversubscribes 


SAN JUAN, Porto Rico—Porto Rico 
oversubscribed its fourth Liberty Loan 
quota of $4,000,000 by $50,000, accord- 
ing to incomplete reports reaching 
the treasurer of the loan committee 
on Thursday. San Juan subscribed 
more than $1,000,000. 
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PROMOTIONS ASKED 


WASHINGTON, D. C.-—~Brig.-Gen- 
Charles G. Long, holding that rank) 
temporarily in the Marine Corps, was | 
nominated by President Wilson on 
Thursday for promotion from colonel | 
to .brigadier-general in the regular 
establishment. Col. Smedley D, But- 
ler was nominated brigadier-general 
for the war period. 


FRUIT DEALERS” 
PROFITS LIMITED 


Federal Food Board Takes Ac- 


tion in View of Many Reports 
of Exorbitant Prices Charged 


for Oranges and Lemons 


—— 


Special to The Christian Science Monitor 
from its Hastern Bureau 


NEW YORK, N. Y.—In view of the 
many reports that fruit dealers in this 
city have been charging exorbitant 
prices for oranges and lemons, the 
Federal Food Board is investigating 
the high prices and has summoned 
several fruit dealers to explain it. 

The board announced on Thursday 
that retailers’ profits must be limited 
hereafter to two cents on small 
oranges and three cents on large ones. 
It is understood that a schedule of 
profits for various fruits may be fixed 
shortly. 

The claims of merchants that there 
was considerable wastage in the ship- 
ment of oranges and,.lemons are de- 
nied by experts of the board, who as- 
sert that, on investigation, it has been 
found that this item amounts to only 
5 per cent. 

It is generally admitted, however, 
that the supply received from the Pa- 
cific coast this year has been less than 
half of the supplies of 1916 and 1917. 


Government Inspector Arrested 
NEW YORK, N. Y.—Another gov- 
ernment inspector and a foreman em- 
ployed by Rosenwasser Bros., Inc., 
were arrested on Thursday after in- 
dictment by the Brooklyn Federal 


Grand Jury on a charge of complicity 
to furnish defective leather goods to 
the government. 

The arrests were made under 4 
superseding indictment returned on 
Wednesday, which added the names 
of Abraham Lampert, the inspector, 
and Adolph Hollandre, the foreman, 
to those of Morris and Leo Rosen- 
wasser and the 14 employees and 
inspectors already taken into custody. 
Lampert and Hollandre were held in 
$5000 bail and that of the other de- 
fehdants was continued. 

Federal Judge Chatfield set Oct. 30 
for argument on the question as to 
whether Col. Harry J. Hirsch of the 
quartermaster corps, one of the de- 
fendants, should be tried by a mili- 
tary tribunal as his counsel contends. 


Boston Has Been Paying Extra 

Specially for The Christian Science Monitor 

BOSTON, Mass.—Patrons of Childs’ 
restaurants in this city have for two 
days been paying an extra 5 cents for 
bread and butter served with their 
meals. It was stated, on Thursday, 
however, that this charge had been 
suspended pending the outcome of an - 
inquiry by the federal Food Admin- 
istration, in New York City. 


INHERITANCE TAX, PLAN 


WASHINGTON, D., C.—In lieu of the 
taxes on estates proposed in the House 


of Representatives’. revenue bill, the 
Senate Finance Committee, in its re- 
‘vision, adopted a plan of taxing inher- 
‘jtances of $10,000 and more at rates to 
be fixed later. The committee also 
decided to reduce to $2,20° per gallon 
the tax on distilled spirits used for 
industrial, medical and other non-bev- 
erage purposes. 
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During all the sixty- 
three years that we 
have been making 
good clothes, there 
has never been more 


enemy shows no sign of ceasing his 
footing. Every town the British have 

has been pillaged. Usually 
the Germans break up and destroy 
whatever they are unable to carry off. 
ts , 


Debate on Devastations 


PARIS, France (Wednesday)—The 
ag of the devastation wrought 
by the Germans in hern France 
was the topic of a discussion in the 
Palais Bourbon today. 

In the Senate, M. Antonin Dubost, 
President, asked that victory should |: 
give all its might to the chastisement 
ot the Seapets and Fite 6 2h for the 
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The coats are heavy wool velours.. 
They are made just as girls like them, 
with pleated backs, wide belts, and 
big, soft, cozy ‘fur collars. Sketched. 


SHOE: LACES Other girls’ coats $10 to $50, 
INSIST ON THE iE GENUINE ego 


‘than you will find 


Girls’ beaver tams, $6 in thein today. 


Not big—just a happy, medium size 
in brown, blue, black and green hat- 
beaver. 


For girls with curls” 


‘ New streamer hats of velours, begin- 
ning at $5; vélvet at $3.50, 
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Abolition Urged of Senate, as 
Haute Cour, on Its Non-Elec- 
tive Basis—M. Malvy’s Civic 
Rights Are Discussed 


By special correspondent of The Christian 
Science Monitor 

PARIS, France—It seems that the 
affaire Malvy may become very dif- 
ficult and complicated. It was, of 
course, clear at the outset of the new 
session of Parliament that the case 
would have to be dealt with, and that 
there would be a long and anxious de- 
bate at last. For weeks past, ever 
since the trial was completed and M. 
Malvy went south to San Sebastian, 
The Socialist newspapers have been 
waging a bitter attack against the 
Senate as the Haute Cour, and with 
all allowances made for partisanship, 
politics and exaggeration o: feeling, 
it does not appear that the position of 
the Senate has been strengthened 
thereby. The abolition of the body on 
its present non-elective basis is loudly 
demanded. Labor organizations 
throughout the country with remark- 
able unanimity have voted in terms of 
strong condemnation of the verdict, 
and individual authorities of impor- 
tance have protested against it. 

Two or three final pronouncements 
of consequence have just brought up 
the rear to the long line of protests, 

.emanating from parliamentary forces 

whose deliverances come naturally, 
conveniently and with better force at 
the opening of a session. At the time 
of the conclusion of the trial the ex- 
ecutive committee of the Republican 
coalition issued its condemnation, and 
more recently the general meeting of 
the coalition, attended by some hun- 
dreds of members, passed a very 
strong resolution on the subject. This 
resolution states that, having regard 
to the protests that had been made 
throughout the country and especially 
by the working-class organization, it 
is clear that no Republican can hon- 
estly accept this verdict, which is 
nothing less than a blow struck 
against the constitution and the law. 
It expresses its astonishment that the 
government has not yet taken any 
proceedings against the original cal- 
umniator and his accomplices, de- 
clares that despite the verdict M. 
Malvy still retains his rights as a 
representative of the people, and that 
it is, therefore, imcumbent on the 
Chamber to assure to one of its mem- 
bers the full exercise of his mandate; 
that it counts on the Republican ma- 
jority of the Senate to forbid the re- 
newal of the scandal of a political 
assembly proclaiming itself to be 
above the law; and that it looks to 
them likewise to put an end to the 
enterprises of reactionaries whose im- 
pudence increases continually in the 
country as in the Senate. 

Then came the resolution of the Rad- 
ical Socialist group in Parliament. 
They expjain in this resolution that 
they have had no opportunity of ex- 
pressing themselves until the reopen- 
ing of the session, that they associate 
themselves with those members of the 
Haute Cour who did not admit the 
sovereignty of that body, and that the 
policy of their party of confidence in 
the working classes and of close union 
of all the democratic forces remains 
in their eyes the necessary instrument 
of national defense and, for the future, 
the essential pledge for the safeguard- 
ing of Republican institutions. Finally, 
the Socialist group in Parliament has 
passed its own resolution in which it 
calls attention to the general move- 
ment of protest which, it says, is unit- 
ing the Republican elements of the 
country and the economic and polit- 
ical sections of the working classes 
against the iniquitous verdict of the 
Haute Cour. In strong agreement with 
these protests, in which the perma- 
nent administrative committee of the 
Socialist Party has already played its 
part, the Socialist group says it will 
endeavor to make clear to the coun- 
try the general conclusions to be 
drawn from these events, with which 
is concerned the development of the 
Republic for which the soldiers of 
France are fighting. The group at a 
later sitting will consider the details of 
its action. 

In due course the big debate in the 
Chamber. will take place, and it is 
naturally being anticipated with much 
keenness by the political groupings. 
But’ before that can take place the 
committee that has been specially ap- 
pointed to consider and report upon 
the case must finish its labors and 
make a report upon them. The task of 
this committee is not to be envied. 
There had been some talk of the ap- 
pointment of a smaller and more par- 
ticular committee; but as soon as the 
Chamber met, it was determined to 
appoint one of 44 members chosen 
from the different political groupings 
according to their strength, the busi- 
ness of which committee would be to 
examine the political capacity of M. 
Malvy according to the verdict deliv- 
ered against him by the Haute Cour, 
Until this committee delivers its re- 
port there is to be no debate in the 
Chamber, and though the committee 
has been charged to deal with this ‘one 
point of the present political capacity 
of the exiled statesman, it will be suf- 
cient excuse when the matter does 
come up in the Chamber to attack the 
verdict from any point, and this. will 
surely be done. 

‘What line the committee will take 
it is hard to say, and there are many 
speculations. In the ordinary course 
when a French citizen is sentenced to 
banishment, he is automatically de- 
prived of his civil rights, and he can 
no longer sit in Parliament for a di- 
vision. When, however, the Haute 
Cour claimed sovereignty for itself 
and banished M.‘Malvy,:it expressly 
reserved for him his civil rights, and 
the situation now is that until a 
\ decision or interpretation is made, he 
is in the curious und anomalous situ- 
ation cf being the representative of a 
sb tcgasi eee: of phaigty his 


seat and vote in Parliament, and of 
being capable of holding a ministerial 
appointment, though he is on the other 
hand deprived of ‘the capacity for do- 
ing any of these things by the physical 
fact, enforced by the circumstance of 
his banishment, that he is in Spain 
and not in France and cannot return 
to the latter. In the meantime this 
anomaly is artificially covered by the 
pretense that M. Malvy is merely “ab- 
sent on leave” from Paris, and when 
the names of the deputies have to be 
recorded in the Chamber as present 


is a belief that the'Haute Cour did not 
intend to deprive him of his political 
rights, but had not worked out in its 
mind how banishment and their reten- 
tion might be reconciled. It is argued 
that if it is now held that he cannot 
exercise any of those rights a new 
punishment will be inflicted upon him 
which the Haute Cour did not intend. 
It is supposed in some quarters .that 
the committee will recommend that 
there should be, as it were, a periodi- 
cal interruption in the banishment to 
enable the former Minister of the In- 
terior to take his place in the Chamber, 
but if the committee did make any such 
proposal it is certain that the govern- 
ment would not accede. On the other 
hand, the committee may report that 
as M. Malvy is not in a position to 
exercise his rights, his seat should be 
vacated, or it may simply and form- 
ally recognize the retention of his 
rights and leave it to others to deter- 
mine what is to be done, or it may do 
nothing at all but refer the whole mat- 
ter back to the Haute Cour, asking it 
what it meant. Most people think this 
last-named course will be followed. In 
any case the committee has a pretty 
problem laid before it. 

The constitution of the committee is 
interesting. Eight places have been 
allotted to the Socialist group, and 
the members nominated are MM. 
Albert Thomas, Cachin, Ernest Lafont, 
Mayéras, Moutet, Renaudel, Sembat 
and Varenne. The Radical Socialist 
group have 13 members on the com- 
mittee, these being MM. @Maniel Vin- 
cent, Dalimier, Baduel, Bouysson, 
Bouffandeau, Dalbiez, Deshayes, Nibel, 
Tissier, Piérre Robert, Perrier, Pé- 
chadre and Renard. There are two 
Republican Socialists, MM. Painlevé 
and Maurice Viollette, and five of the 
group of the Radical Left, MM. Fer- 
nand David, Ossola, Butin, Outrey~and 
Pacaud. The group of the Republican 
Radical and Socialist Union has one 
representative, M. Lucien Dumont; the 
group of the Republicans of the Left 
has four, MM. Andrieux, Thomson, 
Sibille and Noél; the group of the 
Republican Federation has three, MM. 
Leredu, Bonnefous and Tournade; the 
group of the Democratic Left has two, 
MM. Lairolle and Nérel;. the group of 
Liberal action has two, MM. Joseph 
Denais and Lerolle; the Independents 
have one, M. Maurice Damour; the 
“Non Inscripts” have two, MM. Bert- 
rand de Mun and Poirier de Narcay 
and the Right has one, M. de Guyon. 
On the occasion of the constitution of 
such a committee as this one realizes 
better than at other times the “tom- 
plexity of the political groupings in 
the Chamber. 


ROMAN CATHOLIC 
PRIEST ARRAIGNED 


Special to The Christian Science Monitor 


LIVERPOOL, England—At Liverpool 
recently Father Charles Joseph Cran- 
field, a Roman Catholic priest, was 
charged, under the Defense of the 
Realm Act, with obtaining, without 
lawful authority, information relative 
to the course of ships. 

Kiysi Tazawa, a Japanese wireless 
operator, was also charged with un- 
lawfully collecting and publishing cer- 
tain information in regard to the same 
matter. 

Evidence was given to the effect 
that Cranfield, who had traveled as a 
first-class passenger on board a 
steamer which arrived recently at 
Liverpool, had in his possession 
sketches and a document relating to 
the voyage home and incidents in it. 
No attempt at concealment was made. 
On behalf of Cranfield, it was stated 
that he was a native of Dublin, and 
had been ordained in 1911. He had 
hald a position as head teacher in a 
school in Southern India, and had re- 
turned to Great Britain in order to 
accept a chaplaincy in His Majesty’s 
Forces. He belonged to an order in 
India. On the voyage home he taught 
Tazawa English, and on seeing some 
sketches in a book which belonged to 
the latter, Cranfield asked for them as 
a memento of the voyage. The other 
document was given to Cranfield, also 
as a memento, by a signaler. 

The stipendary magistrate stated 
that both sketches and document were 
of great value to the enemy. 

Tazawa in his evidence said he had 
made the sketches to pass the time. 

It was intimated that the signaler 
woul. be dealt with by the naval 
authorities. 
eee was fined £50-and ee 
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CHANDANAGORE, A 
BIT OF FRANCE 


Special to The Christian Science Monitor 
CALCUTTA, India—From the day of 


my arrival in Calcutta I longed to. 


visit Chandanagore, that tiny scrap of 


France in India, the early home of 
Madame Grand. Yet, although I 
achieved cold weather tours, spent 
hot weathers in. the Hills, put in long 
cool December days on the Hooghly, 
I never reached ‘Chandanagore. And 
what wonderful tales were told of the 
little place! According to the few 
who had visited it, Chandanagore was 
a tiny mirage of Paris. 
noble promenade, tree-lined, and fur- 
nished with seats, along the river 
front. The roads were shady boule- 
vards, the population gay, pleasure- 
loving, Parisian. Bands played in the 
evening, while gay crowds sat in the 
open-aif cafes, as though in Paris it- 
self. In Chandanagore, so we heard, 
we were in France. The very gharri 
wallahs hailed one in TEasternized 
French, there were French-speaking 
servants, and low be it spoken, there 
was spoken in Chandanagore, as much 
chi-chi French as chi-chi. English in 
Calcutta. Hence the saying “the 
French of Chandanagore.” We lis- 
tened, wondered and longed, but we 
did not go. 

Then came the shock of the Euro- 
pean War, and in the light of the 
Anglo-French Alliance, Chandanagore 
assumed a new interest. “Telegrams 
received from C€handanagore” were 
eagerly scanned in our daily papers. 
Our censorship was strict, news was 
scanty and rumors were plentiful. 
Yet, from time to time, came a little 
light on European happenings from 
Chandanagore, and from thence we 
first learned of the arrival of our 
expeditionary force in France. Fi- 
nally, we added enterprise to interest, 
and decided to make our way to the 
French settlement, and visit France 
in India. 

The tales we had heard of the road 
to Chandanagore were the very oppo- 
site of the attractive descriptions of 
the French settlement itself. It was 
of exceptional roughness, so we 
heard, even for India. It was strewn 
with bricks, addicted to loose drain 
pipes, and in a chronic state of “up 
for repairs.” But for the ardent mo- 
torist to travel by rail or river is at 
once a humiliation and a bore. A 
short preliminary excursion  con- 
vinced us that the terrors of the 
Chandanagore road were but a bogey, 
the distorted fancy of folk spoilt by 
smooth driving in luxurious Calcutta. 
We dwellers in the Jungle, accus- 
tomed to jump our car along the hills 
and valleys of a jungle Toad, were 
not so easily alarmed. So, ‘on a sunny 
morning in late November, armed 
with camera and spares, we set forth 
for Chandanagore. We found the 
road better than- we had dared to 
hope. The drive itself was not unin- 
teresting, passing through the his- 
toric village of Serampore, an old 
Danish settlement, one of the earliest 
fields of Christian mission work in 
India. The long stretches of jungle 
between the villages showed the mo- 
notonous green beauty of flat Bengal. 
Temples rose here and there, amid 
typical Indian scenery. Children, 
chattering Bengali, gathered round 
me and my camera, whenever I 
alighted to take a snapshot. We were 
in the real India. 

“Now this,” said the Sahib, as we 
ran slowly through a dull, very ordi- 
nary looking’ village, “should be 
about the distance of Chandanagore.” 

“It is Chandanagore,” I cried as I 
turned my eyes in the direction of the 
river. “See, there is the famous 
promenade.” 

We turned down a side street lead- 
ing to the promenade. “We are in 
France,” said the Sahib, pointing to 
the signboards at the end of the 
streets. 

“So we are,” I assented as I read 
“Rue de Chevalier,” “Rue dé Paris.” 
“And now, for the French-speaking 
Indian,” I remarked as I alighted on 
the promenade, paved and tree-lined, 
as description had promised, and’ de-, 
serted except for a couple of babus, 
who sat side by side on one of the 
seats. 

“Do; you speak the French lan- 
guage?” I inquired point blank of the 
pair, whose appearance’ differed in no 
single respect from the babus of Cal- 
cutta. 

“No,” they returned. 

“Don’t all Indians here 
French?” I pursued: 

“No, not one.” We left the babus 
and continued our stroll along the 
front. 

European Chandanagore is ranged 
in a neat, symmetrical line of buildings 
along the-river front. Exactly in the 
center stand the public offices, fronted 
by a wide gateway which is sur- 
mounted by a high clock tower. Over 
the building to the. right of the tower, 
we read with’ respect the legend, | Pri 
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Temple on the road to Chandanagore 
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Through the open window came the 
voices of “les jeunes filles” as they 
pursued the quest of knowledge in the 
high, nasal chant of scholastic Bengal. 

I paused before the imposing gate- 
way and proceeded to question the 
minute Indian sentry who stood, very 
much at ease, on guard. “What is this 
building?” I‘ imquired, uncertain 
whether I ought to address him in my 
very British French; and taking re- 
fuge in Hindustani. He dived hastily 
into the inner recesses of the gateway, 


and returned with a huge sword.. 


Armed with this imposing weapon, 
this guardian of the interests of 
France in India proceeded to reply to 
my queries. 

“Memsahib, it is the house of the 
police sahib.” | 

“Oh! Do you speak the French lan- 
guage?” 

“No.” . 

“It is not true then, that in Chan- 
danagore all the Indians speak 
French?” 

“No.” he said, speaking the familiar 
Hindustani. 

“Does no one speak French?” 

“Only the French Sahibs, -Memsa- 
hib.”’ 

Richer by a couple of snapshots 
and poorer by several illusions, we 
left the valiant guardian of the gate, 
and looked for a likely hotel, where 
we might refresh the inner man, and 
exchange ideas with our brave allies. 
Cafés there were ‘none, open air or 
otherwise. 
Scottish names we scorned, but the 
sign “Hotel de France” over a gate- 
way leading into a fine compound, at- 
tracted us. We made our way through 
the garden and up the steps, and 
found ourselves in a fine verandah. 
Here were tables laid for tiffin, but; 
it was India, not France. The veran- 
dah displayed anything but French 
cleanliness. The ceiling accommo- 
dated a flourishing nursery of spiders. 
The tables and chairs showed the cus- 
tomary Indian innocence of polish or 
dusters. I was feeling thoroughly 
disillusioned when I noticed that the 
khitmatghars wore the tricolor by 
way of puggaree bands. Simultane- 
ously, a French official in khaki, with 
long sweeping moustachios came 
striding into tiffin. Mine host bustled 
forward to meet him, with bows and 
smiles. The pair entered into a volu- 


ble conversation, and at last we heard 


French spoken in Chandanagore. Mine 
host was undoubtedly a-Frenchman. 
His drill clothes were of doubtful 
whiteness. His coat, buttoned to the 
throat to conceal his shirtlessness 
stood out crinoline fashion. Vast 
nether garments were stitched in huge 
plaits into a capacious waisthand. The 
effect was scarcely Parisian. On the 
plea of inquiring for my bill, I ven- 
tured to approach mine host. 

“Any news?” I inquired. 

“Non. No news today.” 

“But you get special telegrams here, 
do you not?” 

“But yes, certainlee, our telegrams 
are sent direct. Your censor does 
not see. We knew first that your 
army was in France.” 

“And how do you get your wires?” 

“From Pondicherry, and Pondi- 
cherry from France.” 

We discussed the war, and looked 
over the French papers he offered us. 

“Well, the war cannot be over until 
Germany ‘is smashed.” 

“Certainlee not.” 

“And the Kaiser has not yet dined 
in Paris,” said the Sahib, ' 

“Non. Non. 
back, and not.as they tink.” The 
capacious garments of mine host vi- 
brated with his mirthful chuckle, and 
we smiled with him. 

“Ts there no truth in the report, that 
in Chandanagore .the Indians speak 
French?” I asked, returning to my old 
quest for French-speaking Indians. 

“But non: Certainlee not. 
perhaps.. ‘Un mouchoir. sDu pain. Du 
fromage.’ No more.” 

With smiles, bows, and thanks “we 
parted from mine host and renewed 
our explorations. But the open-air 
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cafés, the broad boulerarda, the 
French-speaking Indians, where were 
they? We found a pretty church, with 
the presbytery near By, and t was 
the end of France! | ; yeahs 
So we drove back. We had accom- 
plished our design, but our long-cher- 
ished traditions. were shattered, for 
not even a single gharri-wallah had 
bid us “bon jour.” 


ALLIED PROTECTION 
FOR RUSSIANS 


Special to The Christian Science Monitor 


ROME, Italy — Alessandro Kourtsch 
de Sotva Sevrouk has informed the 
press that, speaking in the name of 
many of his Russian compatriots, he 
has addressed an appeal to the Rus- 
sian Embassy in Rome, setting forth 
the need for immediate intervention 
on the part of the Entente in defense 
of his unfortunate country. As ‘every 
one knows, he states, “horrors with- 
out precedent in history are going on 
in Russia, and we are the impotent. 
and terrified witnesses of a spectacle 
which weighs upon our feelings like 
some terrible incubus. A war of ex- 
termination against the intelligence 
and the heart of the great Russi 

people has been ordered by the Ger 
mans and put into execution by a 
handful of offenders who have as- 


the people. They have betrayed the 
country with the peace of Brest- 
Litovsk, abandoning it to the discre- 
tion of the enemy’s fury, while every 
day their -assassinations and rob- 
beries increase. Their one object, as 
they declare openly, is to exterminate 
all the intellectuals among the great 
Russian people. We know that the 
great powers. who are now interven- 
ing in Russia, invited to°do so by 
those Russians: who have remained 
faithful to the Entente, have declared 
the aforesaid government to be re- 
sponsible for crimes: committed 
against English and French citizens.” 

The writer goes on to ask whether 


| the numerous victims of the barbar- 


ous crimes committed by the Bolshe- 
viki upon the Russian population, 
which is ready to fight for the com- 
mon cause, ought not to be expiated 
before the tribunal of humanity. If 
the authors of these assassinations 
knew that they must inevitably an- 
swer for them to the Allies and not 
only for a single attack on a French or 
English citizen, there is no doubt, he 
declares, that thus proclaimed as out- 
laws by the whole world they would 
not continue the mas&cres which are 
causing such horror. The _ writer 
affirms that the great Russian people 
which fought so bravely for the first 
two and a half years of the war by 
the side of the Allies, and which is 
just about again to take its place in 
the struggle against the effort to en- 
slave the world, certainly deserves as 
much consideration as the Tzecho- 
Slovaks and the other small peoples 
protected by the Alliance. The Rus- 
sian Embassy, he states, will be the 
faithful interpreter of the profound 
sentiments felt by all Russians resi- 
dent in Italy if in agreement with the 
representatives of the other allied 
powers it takes the initiative in dip- 
lomatic action in defense of the Rus- 
sian victims of a handful of offenders 
who have usurped the command of 
suffering Russia. Italy, who has so 
many links with Russia, would as- 
suredly lend her moral support to 
such an initiative. 


PRESIDENT WILSON HONORED 
Special to The. Christian Science Monitor 
from its Southern Bureau 

AUSTIN, Tex.—An oil painting of 
President Wilson now -hangs beside 
the picture of George Washington in 
the rotunda of the. state capitol at 
Austin, amid the pictures of all the 
governors of Texas. Woodrow Wilson 
is the only President since Washing- 
ton to be so honored Ke the State of 
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POSITION OF 
WOMEN IN ICELAND 


Special to The Christian Science Monitor 
REYKJAVIK, Iceland—This sum- 
mer the women of Iceland celebrated | 
the third anniversary of their enfran- 
chisement. A large meeting was ad- 
dressed by Mrs. Briet Bjarnhjedinsdot- 
tir from the balcony of the Parliament 


eral members of Parliament among 
the crowd. A full report of the speech 
appeared subsequently in the daily 
papers. 

Mrs. Briet said that at the last elec- 
tions for the Upper House in the sum- 
mer of 1916, there had been 24,000 
Of these about 
12,000 were women. The age limit for 
men voters was 35 and for women 40, 
but for each election one year was 
taken. off the women’s voting age till 
the age .was equal for both sexés. 
Only 1245 women had voted out of 
12,000. who were qualified as against 
4628 out of 12,000 men. At the elec- 
tions by local constituencies for the 
Lower House thé age for men voters 
was 25 and for women 40, the latter 
diminishing a year for each election 
till equality was. reached. At the 
autumn elections there had been 12,- 
177 women on the register, of whom 
3427 had voted as compared with 
10,600 men out of a possible electorate 
of 16,321. Mrs. Briet urged Icelandic 
women to make full use of their votes 
at the next election and to try to 
carry through the schemes they had 
formulated. 

The gathering then: adjourned to the 
sports grounds, where a patriotic ad- 
dress was given by a member of Par- 
liament. belonging to the Ultra- 
National Party. 

The women of Iceland have always 
held a position of greater equality 
with men than have the women of 
most European countries, as, for in- 
Stance, in their marriage laws. In 
entering various professions, they 
have received encouragement from 
their male colleagues, but the ques- 
tion of equal pay for men and women 
needs attention in Iceland, as in other 
countries. 


ENGLISH EGG SUPPLY 

Special to The Christian Science Monitor 

LONDON, England—With a view to 
maintaining the supply of eggs during 
the winter months, the Ministry of 
Food has acquired certain stocks of 
imported and pickled eggs which, so 
far as possible, will be distributed 
through the usual trade channels com- 
mencing this month. Egg importers 
may apply for appointments as selling 
agents on defined terms and condi- 
tions, whilst wholesale dealers will be 
required to be licensed by the Ministry 
of Food. The conditions attaching to 
such appointments and licenses pro- 
vide for the equitable distribution of 
the eggs to wholesale and retail deal- 
érs throughout the country. The mar- 
gins‘of gross profit allowed under. the 
distribution scheme are as follows: 


hundred; (2) t to wholesale: dealets is. 
6d. per long hundred; (3) to retail 
dealers 5s. per long hundred. 


An agent who sells to both whole- 
sale and retail dealers shall in each 
case receive the fixed margin of 94d. 
per long hundred, but shall invoice the 
eggs at the respective wholesale and 
retail prices fixed by the Ministry of 
Food. Licensed wholesale dealers may 
obtain supplies of eggs held by the 
Ministry of Food, from any firm acting 
as selling agents with whom they were 
doing business prior to May 1, 1918, on 
the condition that they’ must supply 
the eggs so obtained to any retail deal- 
ers with whom they also were doing 
business prior to that date. The price 
at which these imported and pickled’ 
eggs may be sold to the consumer will 
be fixed from time to time, and it is 
expected that the opening price will be 
4%d. each to the consumer... Priority 
of supplies‘ will be given to hospitals 
in the event of any shortage occurring. 
Firms of importers wishing to act as 
selling agents for the distribution of 
these eggs should apply immediately 
to the Director of Fish, Poultry and 
Egg Supplies, 100 Cromwell Road, 
London, S. W. 7, for detailed particu- 
lars. 
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A NOTABLE NEWSPAPER. 
Special to The Christian Science Monitor 


ROME, Italy—A newspaper which, 
although very evidently a war news- 
paper in the widest sense of the term, 
differs greatly from the more ephem- 
eral sheets which serve to. pass the 
time in the trenches has recently made 
its appearance. Published at Vicenza, 
Volonta is the work of officers in 
the army, and is said to have been 
under consideration for two years. 
Judging by the point of view revealed 
in. the program of the new journal it 
should be of rather unusual interest. 
In the account Volonta gives of it- 
self, it is stated that the paper owes 
its origin to the war and that it is the 
work of men who have made war and 
have seen it at close quarters. These 
men, it says, differ in point of age, in 
social conditions, and politically, yet 
in their discussions with one another 
and in their estimate.of their common 
daily experiences they saw arising 
more and more clearly a’ common vi- 
sion of life, of Italy, and of their task 
as men and citizens. “In this way the 
consciousness of a common task came 
to these men, a moral task for today 
and tomorow, and so Volonta came 
into being.” These men feel they are 
pound to put themselves at the service 
of Italy, and of her political life, it is 
said, because “in this way only will 
public things cease to be a matter 
concerning the few, and those who 
are governing will be worthy of Italy.” 
Their task, it is stated, begins with 
the war, but does not end with it, and 
they will go forward “cherishing the 
experience of the war and making use 
of the new consciousness which mili- 
tary discipline has inculcated in them 
to help on civil life on the morrow, 
so that the Italy of peace time may 
be made worthy of the better Italy 
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AILORS, turbans, poke or 
mushroom models of velvet, 
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son’s most wanted colors and 
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ELVET hats with ostrich, 


flower or chenille trimming, 
in a broad selection of large, 
medium or small shapes. 
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HIC hats of Lyons or Panne 
Velvet, in plain or two-tone 
shades, with fur, ostrich or wing 


trimming. 
(3.45 
Regularly 5.00 


‘Hats of silk velvet in solid colors 

- or with colored silk facing. Some 
have brocade crowns—others are 
trimmed with fur, ostrich or 
flowers. 
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Russia“ Showing the Advant- 
ages of Far East Over Other 
Points of Occupation 


| - 
by special correspondent of The Christian 
Science Monitor 
‘LONDON, England—tThe creation of 
a new front in the Russian East has. 
been a matter of prolonged discussion. 
’ This indecision was only natural, for 
Northern Asia is a country very large 
and very little known, and any de- 
cision to act in this region requires 
a great deal of skill and a consider- 
‘able number of soldiers and enginecrs. 
But, above all, it requires a perfect 
understanding among the allied rep- 
_ resentatives who take part in this en- 
terprise on the one hand, and among 
the Russians on the other. 


While the discussion upon the 
meaning of the intervention in the 
Far East has been in progress, the 
- Germans have been advancing under 

the successful screen of a peace of- 

fensive into the heart of Russia. It 
now seems to be the right moment to 
remind the public opinion of Europe, 

Asia, and America, that while at the 

beginning of the peace negotiations at 

Brest-Litovsk the Germans were at 

the threshold of ethnic Russia, and by 

the time their additional treaties with 
the Bolsheviki were concluded, they 
had overrun the country as far as 

Baku in the south and Volga in the 
north. It was after a long examina- 
tion of this state of affairs in Russia, 
and particularly the opinion of all 
non-Bolshevist Russia, that the co- 
ordinated action on Russian soil 
was determined to be unavoidable. 

The Tzecho-Slovaks were the first to 

declare war against the Bolsheviki 

and their German allies; the great 
powers followed their example. The 
command of the allied forces in the 

East was taken over by a Japanese 
- general, who might also be expected 

to supply the largest contingent of 
_ soldiers; the material supplies are be- 
ing brought to Siberia, various Rus- 

sian individual military detachments 
rally more‘and more round the allied 
forces, and the road to the West has 
been cleared of obstructive elements. 

The moment has now come when 
the question can be put forward: 
What next? 

Strategically the situation presents 
itself as follows: Russia’s allies oc- 
cupy three districts as far distant 
from one another as the Murman 
coast, Eastern Siberia, and the Cas- 
pian region; but in all these districts 
the seaports are under their control 
(in the case of the Caspian Sea the 

_ port of Krasnovodsk, though it does 
not lead to any.ocean, is economically 
of great importance). 

One enemy partner, the Osmanli, 
has been stopped by the British forces 
and by the local population support- 
ing them on the southwestern part of 
the Caspian Sea area. But the 
stronger partner—Germany—is 
spreading her influence from the 
Ukraine to the Volga region. If Rus- 
sia had been as united as she was at 
the time of{ Napoleon, one could be- 
lieve that the fate of Wilhelm’s sol- 
diers and agents would be the same as 
that’ of Napoleon’s. But it is now 
quite clear that the Bolsheviki are 
determined rather to help the enemy 
of their country, than to lose their 
power. Hence any allied advance 
from the Murman to the Volga region 
has to reckon with two. sorts of ene- 
mies: the Germans and the adher- 
ents of the Bolshevist Government. 
However, the third center of allied 
concentration, namely, the Far-East- 
ern, has the same chances as the 
British forces in the Caspian, in that 
the local population is giving them 
support. It is therefore Asiatic Rus- 
sia’ that has a better strategic out- 
look, even though the distances are 
enormous and communication not very 
favorable. 

In reviewing the war in Asiatic Rus- 
sia it is necessary to consider sep- 
arately the three following aspects, 
the moral, the economic and the 
strategic. 

It is doubted by some that any moral 

considerations were taken into ac- 
count in the action in the Far East, 


# : since the. economic advantages that 


the occupation of Asiatic Russia may 
give seem to be so overwhelmingly 
great. Yet this impression is funda- 
_ mentally wrong, for much military 
power, organizing qualities, skilled 
’ labor, foreign capital, and, above all, ; 
time, are needed before the Russian 
Asiatic dominions can justify their 
fabulous fame. Hence, even- assum- 
ing that the action of the allied powers 
was not merely platonic, this invest- 
ment is more uncertain than any 
' other, except, perhaps, that of Buro- 
pean Russia. So it is only fair to 


, a _ banish from our minds the idea that 


immediate or any great advan- 
an accrue to the Allies in the 

/ Of their campaign in Asiatic 
being successful. But cer- 

tainly -it is highly desirable that ‘they 
“should - ent ‘the enemy’s further 
ex in the East, seeing that 
with the help of the Osmanli; this Ger- 
man expansion might possibly be a 
permanent one. ‘The videa of annexa- 
tion on tHe “of the Allies being 
dismissed, there remains one doubt, 
that 7 of the réle of the Russians in 


the allied ber te ale ‘A feeling of 
loyalty toward @ 


ner ally leads 
‘some to treat Asiatic Russia as the 


that rene Government treated it, 
s ey acted of the. differ- 
‘ences between pean a Asiatic 
- Rousale: However praiseworthy are 
i ves of such an attitude it may 
‘prac . @ very deplorable 
lead to. disregard of 
“est So ee and 
native majority in 


a 
lie mir 
“ t * ‘mi of the old 
ve. J fo Bet os & ast 


| hope to enter into any satisfactory re- 


be for the settlement of affairs in the | 
Near and Far East. Whether the | 
Monarchic, Liberal, or Bolshevist Gov- 
ernment will triumph in the end will 
have to be decided in Buropean Rus- 
sia, and there is no necessity to bring 
the party quarrels of Messrs. Milyu- 
koff, Tchernoff and Lenine, to Vliadi- 
vostok or Kharbarovsk. 

Only. by applying special methods to 
various problems which present them- 
selves in different parts of what was 
the Russian Empire, may the Allies 


lation with a great part, if not the 
whole, of Russia. In dealing with the 
region of Baku it is the wishes of the 
Armenians, the Georgians, and the 
Russian colonists that have to be con- 
sidered; in any possible action in Turk- 
estan it is the Usbegs, the Sarts, the 
Turkomans, and the Kaizaks that must 
be reckoned With, and in passing on to 
Northern Asia, i. e. Siberia, it is the 
ten millions of Sibiriaks or Siberian 
colonists that form the local represent- 
ative element. 

Let us be clear as to the meaning of 
the term Asiatic Russia. The terri- 
tory thus called is composed of four 
different units: Siberia (Northern 
Asia), the Far East (Russian Pacific), 
the Steppe country (between Aral Sea 
and Siberia) and Turkestan (Russian 
Central Asia, between the Steppe 
country in the north, and Persia and 
Afghanistan in the south). 

Siberia is in every respect the 
largest unit, being more than twice as 
large as European Russia and four 
times larger than Russian Central 
Asia. The non-Russian aborigines 
form some 11 per cent of the local 
population, and are composed of the 
remnants of various primitive races. 
Western Siberia was to a great extent 
colonized before the Russian official 
conquest, at the time of the Duchy of 
Moscow and even at the time of the 
Novgorod Republic. Thus when; in 
the Seventeenth Century (1585-1648), 
the Cossacks conquered Northern Asia 
the military success was. easier, owing 
to the normal] natural colonization of 
the country by the great Russian 
Slavs. 

The conquest of the Far East has 
quite another history. The northern 
part of it was reached by Dejneff and 
other Cossacks in 1648, but it was 
only when the Amur country was an- 
nexed in 1858-60 that the, position of 
the Russians was more stable. Thus 
the annexation of these territories was 
guided by St. Petersburg diplomacy 
and the Russian element there was 
transported according to a coloniza- 
tion plan. As is known, the Chinese, 
and lately the Japanese, were rivals of 
the Russiang in the work of coloniza- 
tion. At present the Russians form 74 
per cent of the population. 

The Steppe country, like the Far 
East, was conquered according to a 
well-planned scheme. The conquest 
may be reckoned to have begun in 
1556, when the khaaate of Astrakhan 
was taken, the final surrender of the 
population “being in 1742, when the 
fortress of Orenburg (now Orsk) was 
erected. But the rebellions of the 
Kaizaks and Kirghis.did not cease 
until the Russians conquered Central 
Asia in 1884-1889 (in 1889 the oasis 
of Merv was annexed). If the Steppe 
country was difficult to colonize, owing 


to a strong feeling of independence 
among the nomad Kaizaks and Kir-| 
ghis, Turkestan and Turkomania with} 
their half-settled population, were 
still more difficult. At the outbreak 
of the war the Russian element in the’ 
Steppe country formed 40 per cent 
in Turkomania, and in Turkestan 6.3 
per cent. It must also be noted that 
there was no such thing as a volun- 
tary colonization from Russia to the 
Far East or Central Asia. The cli- 
mate and industries of those parts of | 
the world did not suit the Russian' 
peasant as did Southern Siberia. Hence 
the Russians there were the officials, | 
merchants, and soldiers (the latter) 
chiefly composed of Cossacks). Con- 
sidering the small number of Rus- 
Sians in Central Asia and the fairly | 
advanced state of culture of the 
Turkic nations of Usbegs, and Sarts, 
and the Iranian Tadjiks, the compara- 
tive success of Russian rule before 
the war is, when viewed retrospec- 
tively, a very remarkable fact. One 
can say that the most important fac-| 
tor in it was the building of railways 
with an energy unusual for the Tzar’s 
government. Thus, during the period 
1880-1900, the Urals were connected 
with the- Pacific; Orenburg with 
Tashkent, and the Caspian Sea with 
Ferghana. Without a strong military 
power behind it, Russian, domination 
no doubt would scarcely have been 
possible, but even a strong army 
could do but little if the Turkic-speak- 
ing population of Turkestan and the 
adjacent lands had any strong cul- 
tural, national, or religious unity, as 
the western provinces of the prs 
Empire had. 

During the present war all Astatie| 
Russia participated in ‘the burden tof 
it, but while Siberia willingly sup- 
ported allied aims, the Turkic popula-; 
tion of Russian Central Asia resisted 
the government’s claim for support. 
Owing, no doubt, to the mismaensesd 
ment of the old régime, sporadic re-| 
bellions and massacres occurred even | 
before the } Revolution. 


NEED ) OF TEACHING 
ENGLISH IS URGED | 


from its Eastern Bureau 


KEARNY, N. J.—Adoption of a plan 
which will provide an opportunity, 
either voluntary or compulsory, for 


Special to The Christian Science Monitor} 
aliens to learn the English language, 


was urged by Superintendent Of 
Schools Herman Dressel, at a meeting | 
of the Board of Education. He made} 
a report jin which he said there were 
at least 465 men and women in the 
town of alien speech who needed such 
instruction. He advocated the use of 
night schools to overcome such a con- 
dition. He said that the estimate was 
based on a cafvass made in the town, 
and -that in one block, 52 adults were 
found who-egald neither speak nor read 
¢ language. In one district, 
, heither father nor 
mead or speak English, 


an NES NS a AOE AAI? AE Nr RY A an 


FRANCE’S NEW LOAN: 
FOR HER LIBERATION 


Object Is to Consolidate a Part 
of the Floating Debt and Help 
National Defense — Loan Is 
Perpetual. and Unlimited 


By special hasGueiiidiibinns of The Christian 
Science Monitor 


PARIS, France—In just a year from 


the time when the French Govern- 
ment floated its last loan amid such a 
demonstration of enthusiasm and ef- 
fort, and with the assistance of such 
pictorial and other advertising as had 
never been known in France before in 
connection with affairs of this kind, 
M. Klotz has, at the time of writing, 
come forward with his bill for a fur- 
ther loan, and it has passed through 
the Chamber and Senate instanter and 
almost without a murmur, and was 
law almost as soon as it was heard of. 
It is an interesting scheme. The ob- 
ject is stated simply by the Minister of 
Finance to be to consolidate a part of 
the floating debt and at the same time 
to give the public an opportunity of 
making a further contribution to the 
national defense. The public indeed 
was not apparently in any special 
need of an opportunity to bring its 
funds to the cause of victory for right 
and liberty, and it is demonstrated 
that the “bons” remain in high favor. 
A prudent financial policy, however, 
requires ‘that the floating debt should 
be reduced as Mauch as possible, and 
that object will now be served. 

The type of the loan was practically 
settled beforehand, arfd M. Klotz had 
merely to follow the course indi- 
cated to him by the success of former 
loans. This time it is for an un- 
limited amount in perpetual 4 per cent 
stock inscribed in the “Grand Livre 
de la Dette Publique.” It will be free 
from taxation and will be inconvert- 
ible for 25 years. A variety of se- 
curities may be employed for pur- 
chase, including national defense 
bonds and obligations, treasury bonds, 
redeemable 3% per cent rente cer- 
tificates, and the November and De- 
cember coupons of the 4 per cent and 
the 5 per cent loans. More interest- 
ing than any of these is the fact tha 
overdue coupons of Russian stock will 
be accepted in payment, but only to 
the maximum amount of one-half of 
any subscriptions. This concession, if 
such it is to be called, has been very 
well received. It is recognized as an 
indication om the part of the French 
Government of its determination that 
those who subscribed to the Russian 
loan because they had faith in France, 
at least as much as in Russia, shall 
not now for their faith be left to their 
fate. These people, it is said, assured 
the success of the Russian loan, and 
the reason for that success was the 
Franco-Russian alliance. The na- 
tional “loan consolidated it, and the 
‘country did its duty well in the mat- 
ter. So it is said that France im the 


j present circumstances shows itself 
faithful now as always to right and 
honor. 

The first article of the new law 
states definitely that the new. stock is 
free from taxation. This is becoming 
a settled policy on the part of the 
French Government. No matter what 
other governments may consider right 
and may do, it feels that to give a 
substantial rate of interest on a loan 
and take most of it away again in tax- 


eee the final liberation: of all the 
oppressed peoples. 

The Socialists attacked the propo- 
sition for the part payment of sub- 
scriptions to the loan in Russian 
coupons, seeing in it an advantage 
given to the great banks that had 
amassed these coupons. MM. Jean 


to these and other points of criticism, 
and in answer M. Klotz said that the 
policy of the government in this matter 


ation afterward is to break faith with 


was essentially. conservative; they 


the people and must, in the long run,;did not intend to commit themselves 


!lead to disaster. 
this 
French State, proud of its loyalty to 
its people,.cannot accept, and in con- 
nection with this loan, once more re- 
pudiates. For the rest it is only nec- 
essary to say in regard to the scheme 
as deposited before the Chamber that 
M. Klotz has come to the conclusion 
that, so much time having elapsed 
since the last loan was effected, there 
was an enormous amount of loose 
funds in the country. The fiduciary 
circulation had beeome very great, 
and at the time of the introduction of 
this new financial measure, amounted 
to 29 milliards 727 millions. 

When the project came before the 
Chamber ‘the first definite cgiticism 
came from M. Barthe, who murmured 


that the loans that France had issued b 
| were made on terms more expensive 


for the public treasury than the ma- 
jority of the loans issued by their al- 
lies or even by their enemies. In his 
reply M. Klotz made a complete de- 
fense of his scheme. He mentioned ; 
the enormous debt that now weighed ; 
on the country, and the successful | 
efforts made to reduce their loan ac- 
count with the Bank of France. He 
said that it had been the custom to 
give special names to the different 
loans, and therefore he would call this 
one the Loan of Liberation. 
Chamber warmly applauded this idea. 
Then, after this successful point, the 
minister went on to say that they all 
longed for and expected that complete 
liberation as soon as possible, and he 
was convinced that with that object 
in view French savings would flow 
into this new loan. 

M. Klotz then asked them to reflect 
that at the moment there were 25,000,- 
000,000 francs of National Defense 
bonds which might be consolidated and 
there was a fiduciary circulation of 
30,000,000,000 francs. They might, he 
said, have confidence that this new loan 
would be a real success, so that they 
might accomplish the great work of 
liberation not only of French terri- 
tory, but that of all the people who 
had been enslaved .by the empires of 
prey who must now give an account 
of their depredations. He said that 
the financial situation of France had 
improved in recent weeks, just as the 
military situation had improved. As 
their military successes were most 
marked so they made progress finan- 
cially, and in christening this loan 
“Liberation,” he had a very strong 
belief that in the course of this finan- 
cial operation a new part of French 
territory would be delivered from the 
yoke of the°enemy, and he was con- 
vinced that the end of the war would 
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Century Brand 
STOCKINGS 


SATURDAY 
October 26 


AST February .saw the introduction of CENTURY 
BRAND STOCKINGS—sold only by Chandler & Co. 
The name CENTURY was chosen as a mark of Chandler 

& Co.’s one hundred years of business. 


It was definitely planned that the quality of CENTURY 
BRAND STOCKINGS would be in keeping with the reputa- 
tion of Chandler & Co. for character merchandise, fair deal- 
ing, and right service—established by them and maintained 
for over a century—and judging by the number of friends 
they have made and from the comments we hear CENTURY 
BRAND STOCKINGS have justified their claim for quality, 
worthiness, and durability. Now comes the first Annual Sale. 


Century Brand STOCKING No. 55—absolutely 


with top and sole of mercerized lisle thread, 
Black, white, silver, mode, champagne. 


Century Brand srock1nc no. 65—absolutely 


pure silk; heavier weight than No. 55; 
heavily reinforced toe; high-spliced 


recommended for hard service. . 
All sizes 


Century Brand stockine nz. 95—absolutely 


extra heavy; twice as many threads as No. 55; 


o Next year the price of this stocking will probably be 
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It is declared that! finally without knowing what: kind of 
is a contiadictian which théia government Russia would give her- 


self tomorrow and what was going to 
happen in the various Russian prov- 
inces. On the contrary, they were 
making a conservative operation 
which would safeguard all 
and it could not be concluded from 
this that they would pay the Russian 
coupons next year. 
ment for suppressing the clause relat- 
ing to these Russian coupons was then 
put and lost by 362 votes against 55, 
and the bill was then adopted by 461 
votes to 3. 

As soon as this had been done, the 
bill was carried to the Senate, and 
there made a quick passage, M. -Klotz 
asking that immediate consideration 
should be given to it, and this request 
eing granted. Affér it had been read, 
it was ordered that i. should be at 
once discussed. There was criticism 
only on one point, and that concerned 
ithe Russian coupons. M. Gaudin de 
'Villaine a&ked that the government 
|'should guarantee the integral pay- 
| ment of the Russian coupons up to the 

end of the war, and he submitted a 
resolution to this effect. M. Klotz 
thereupan repeated to the Senate what 
he had said to the Chamber, and asked 
the previous speaker to withdraw his 
resolution, which was done. It is 


Bon, Mqutet and Valette gave voice) 


interests 


M. Bon’s amend- 


necessary, said M. Klotz, that French 
thrift. should do its duty and that the 
rear should show itself worthy of the 
front, and the whole Senate would 
surely like to assist in encouraging 
this idea by voting the law unani- 
mously. M. Klotz is a good national 
financier in more ways than one. He 
has a persuasive manner, and is a 
first-class salesman of national loans. 
The Senate had not another word to 
say against his proposition, and gave 
= 220 votes unanimously, for the new 
oan. 


INQUIRY AUTHORIZED 
INTO EXPLOSION 


: i 

WASHINGTON, D. C.—Investigation 
by the Military Affairs Committee of 
the explosion at the shell-loading 
plant at Morgan, N. J., on Oct. 4 was 
authorized on Thursday by the United 
States Senate. Senator Frelinghuysen 
of New Jersey, urging his resolution 
for the inquiry, declared that the resi- 
dents for from 40 to 50 miles around 
the munitions plant were ap»vrehen- 
sive of another disaster. 


PROTEST ON CAR SHORTAGE 
Specially for The Christian Scienle Monitor 

BOSTON, Mass. — As a protest 
against inadequate street car accom- 
modations for workmen employed at | 
the destroyer plant at _Squantum, 


many refuse to pay their fares until | 


provided with a seat, and as a result 
the police have taken the names of 
48 workmen On a charge of evading 
fares. The men are determined to 
press for more cars, and a conference 
between ,the police and the proper 
officials igs to be held to adjust the 
situation. 


IOWA MERCHANTS - 
PROTEST CLOSING 


Report Is Made That Order 
Made in Effort to Check 
Epidemic Was Unnecessary 


Special to ‘The Christian Science Monitor 
from its Western Bureau 


DES MOINES, Ia.—Merchants of 
this city claim that much uncalled-for 
alarm has been caused by grossly 
exaggerated and wholly unfounded re- 
ports concerning the influenza epi- 
demic. In reporting on an investiga- 
tion of the matter, the chairman of 


the committee said: 7 

“Such careful health surveys as our 
leading business houses have con- 
ducted, involving hundreds of repre- 
sentative citizens of both sexes and of 
all ages. and all of whom are leading 
normal lives, would seem to prove that 
the much-talked-of ‘epidemic’ ig more 
imaginary than real, so far as the 
city of Des Moines is concerned. 

“It conclusively indicates, in my 
opinion, that what very little ‘Spanish 
influenza’ has occurred here is either 
the psychological effect of fear, on the 


part..of highly nervous or timid per- 
isons, or is the direct result of inex- 
_cusable disregard of common sense 
/precautionary measures.” 

“ ‘Quarantine’ is really a misnomer, 
in the sense in which it is applied to 
our present restrictions against public 
gatherings,” says a prominent local 
merchant. “Precautionary measures 
would be a more accurate term—and 
it would inspire less terror in the 
,minds of the timid.” 
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SHOES 


Some men like shoes with high toes and some 
like shoes with low toes. 
designed to please both fancies. 
don’t, we have others to show you. 
The lower of these two models leans toward 
comfort. It has a broad tread, and a high toe. 
It’s a favorite shoe with men who put comfort 


‘When 


The other model is for men who contides style 
first. It is comfortable, though, because it is 
made upon an English last. But this model is 
a bull’s-eye on the target of Style. It pos- 
sesses that trim, pointed, receding toe which 
makes a young man wholly satisfied with the 
neat appearance of his feet anywhere and, 
every where. 


Come in and put us to the test. Whatever 
form your fancy takes, we have many models 
to set before you, and we have made it our 
purpose to have the one that is just what 
you want. 
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For the North Light 


Dining Room 


In high-ceilinged city houses, one 
very often finds a cold north dining 
room, with black walnut woodwork 
and black walnut ture. To trans- 
form such a room from an austere, un- 
inviting apartment to a cheerful, ap- 
parently sunny room, is not at all dif- 
ficult. 

One particularly unattractive room 

was “done over” most successfully in 
exactly a week’s time. Originally, it 
had a_large-patterned wall paper, in 
dull greens and blues, with some 
brown. The lace curtains were al- 
most obscured by heavy damask hanz- 
ings in dark blue. The floor was en- 
tirely covered with a thick pile carpet, 
of excellent quality and very gloomy 
colorings. 
The mantelpiece was loaded with 
elaborate, dark, heavy  bric-&-brac, 
while the sideboard was practically 
covered with massive silver and 
ornate cut glass. The china- cabinet 
contained a number of rare pieces of 
porcelain and Venetian glass, but they 
were crowded into comparative ob- 
scurity by the conventional stacks of 
“dozens” of plates and rows of fancy 
cups of indifferent merit. 

The furniture itself was compara- 
tively simple, though heavy and 
dingy. The upholstery of the chairs 
was dark leather. The lighting fix- 
tures were well placed, but not espe- 
cially pleasing in design. The metal 
was finished in a bronze brown, and 
the shades were of so-called irides- 
cent brown glass. 

When the time came to commence 
work on this room, the logical thing 
was done first—the carpet was taken 
up. The carpet removed, a good hard- 
wood floor was revealed. 

Next, the bronze-brown fixtures 
were carefully enameled a cream 
white—almost an ivory tint—and the 
glass shades discarded. Silk ones 
later took their place. 

The wall covering was removed and 
a pencil-striped paper, of warm, cream 
yellow, substituted. The stripes were 
glazed, so every bit of light was re- 
flected in a delightfully shimmery way. 
The paper reached only to the picture 
molding, which was placed quite low. 
The space above was painted a soft 
cream yellow, while the cornice and 
ceiling were done in the same creamy 
shade. This gave the effect of a much 
lower-ceilinged room. 

Of course, the elaborately patterned 
lace curtains and the damask hang- 
ings were removed. In their place 
were used soft, cream-colored net 
glass curtains, very sheer and very 
fine, hung close to the frame on metal 
rods at top and bottom. Over these 
came the thinnest of China silk cur- 
tains, in rich cream yellow. These 
curtains were also placed close to the 
frame, but were attached only at the 
top, and were supplied with draw- 
strings, so they might be pulled en- 
tirely over the net-covered glass, if 
desired. When this was done, even 
north light resembled sunshine. 

Striped taffeta of a particularly 
heavy, supple sort was chosen for the 
overcurtains. Warm yellow, rose and 
apricot, with an occasional thread-like 
stripe of brown, were the colorings of 
this silk; and, as the curtains were 
hung from outside the woodwork 
around the windows, not a trace of 
the gloomy walnut frames could be 
seen. A straight 12-inch band of the 
taffeta, with stripes running horizon- 
tally, finished the top of these over- 
curtains, and removed some of: the 
apparent height of the windows. 

The shades for the lighting fixtures 
were made of this same silk, shirred 


very scantily over odd octagonal) 


frames of wire, and lined with rose- 
yellow China silk. 

In front of each of the two windows 
.was placed a long fern stand of wil- 
low, enameled cream yellow. These 
stands were filled with “lace” ferns 
and trailing ivy, the rich greens doing 
much to give an “outdoor” effect. 

A good soap and water scrubbing 
was given to all the furniture and, of 
course, to the woodwork, before com- 
mencing the papering or 
hanging, followed by careful oiling 
and polishing. A camel’s-hair brush 
was used for applying the soap to the 
carving, while an old piece of satin 
was used as a polishing: cloth. Care 
was taken thoroughly to rinse the 
soapy water from the wood and to dry 
all the surfaces quickly. Panels of 
the curly-grained French walnut were 
revealed in new beauty, by_this scrub- 
bing and polishing. 

The leather upholstery of the chairs 
was carefully cleaned with white 
cream, then rubbed well with a mix- 
ture of the cream and gold paint. The 
cream was the kind ordinarily used for 
fine leather shoes. Only a little of the 
gold paint was mixed with the cream 
and it was rubbed well into the 
leather, a\soft cloth being used to 
apply the mixture. Fresh cloths wiped 
off all the cream not absorbed by the 
leather. The effect was most satis- 
factory. | 

Every bit of silver, “bric-a-brac” 
and china was removed to the enor- 
mous pantry, to await possible rein- 
statement. A strip of the striped taf- 
feta became a runner on the large 
sideboard, and was lined with the same 
sort of smooth, lustrous sateen that 
gave body to the back of the curtains, 
the ends being finished with elab- 
orately knotted yellow silk fringe, 
fully nine inches deep. 

The china cabinet was, of course, 
backed with mirrors, so, when the few 
selected pieces of china and glass 
were returned to its shelves, it fur- 
nished splendid notes of light and 
color, even though set to a dark frame. 
A very large, flat bowl, some 18 
inches across, and not more than three 
inches deep, was secured at a shop 
‘which’ specialized in peasant wares. 


and painted with a splash- 
bh of oe gi eg blossoms. 
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have been so easy just to plane off 


table, this was perfect, when placed 
on an Italian cutwork square of heavy 
linen. 

On the sideboard no silver was used, 
just a large brass samovar of excep- 
tionally fine luster. This piece stood 
on a long, oblong tray of brass. Seven- 
branched candelabra flanked the samo- 
var, and, to make the brass appear 
even more glistening and gold-like, the 
candles chosen were a dull apricot 
color, almost a rose-tan. Little’ glass 
circles were used at the base of the |’ 
candles, to prevent wax from drop- 
ping on the taffeta runner. 

The mantel was kept equally simple, 
though-less formal. A specially de- 
signed, made-to-order mirror was hung 
above, being allowed to slope out a 
bit, instead of being set flat against 
the wall. This mirror was formed by 
framing, in bands of Circassian wal- 
nut, an oblong glass, with richly em- 
broidered yellow brocade mandarin 
strips at each end. , 

A broad, two-handled oval urn of 
peasant pottery, similar to the bowl 
used on the table, was placed on the 
mantel. This was filled with the yel- 
low-pink roses that so closely resem- 
ble warm sunshine in their coloring. 
At one end was a French clock—all- 
crystal walls and gold framework— 
while at the other end a charming bit 
of Copenhagen ware, in the shape of 
an absurd little gray and white spotted 
kitten, gave just the right note of 
relief to the otherwise porn treat- 
ment of the room. 

The china cabinet was then inti to 
display different groups of pieces— 
just a few at a time, instead of the 
heterogeneous mass of more or less 
choice pieces formerly crowded on its 
shelves. For the “opening” of the 
room, a comport of Venetian glass in 
a cloudy yellow, shot with glints of 
gold, and topped by a most réal look- 
ing bunch of fiowers. in brilliant 
shades, held the place of honor. - 

The largest plain wall space was 
broken by a fair-sized color print of 
the gayest garden imaginable, in a 
green-gold lacquered frame. The mat 
of this picture was covered with Jap- 
anese rice paper, tinted a warm cream 
color. 

A pair of narrow mirrors, framed in 
dull gold carved wood and hung rather 
low, filled the wall spaces opposite the 
windows and reflected all the light. 

Last, but by no means least, the 
floor—the plain, hardwood floor for- 
merly covered with ugly dark carpet 
—was painted a real apple green, 
the kind of a green that has enough 
yellow in it to make one certain it is 
not meant for blue, the kind of green 
that “Twenty Ounce Sweets” used to}, 
be. On this floor was placed the soft- 
est of Chinese rugs, a marvelously 
aged rug that had the restful, creamy 
tone of ocean sand, and that was 
patterned in pale, delicate colors 
and shades that blended so perfectly 
they seemed hardly like figures in a 
pattern, but more like figures in the 
weave. 

Not a piece of silver was displayed 
in this dining room, very little china, 
no cut glass, and no conventional linen 
pieces; yet the room was a success, 
and its success might easily be re- 
peated in any black walnut dining 
room that now seems gloomy. 


If Your Velours Hat Is 
Too Large 


A simple and effective way of “mak- 
ing over’ a large, unfashionable 
velours hat is to cut a band perhaps an 
inch and a half wide from the brim. 
Then take this band and place. it 
around the crown, tying the ends in a 
loose knot at the side or in the front, 
as one’s taste dictates. There is no 
question of matching colors, and the 
curve of the band makes the “trim- 
ming” fit especially well. ‘ 

If the hat is altogether too large, 
cut the band rather wider at the back. 
When the band is removed, a short 
back poke is left. The wide portion of 
the severed band may be cut in the 
shape of quills, the edges neatly wired. 
The narrower part should be cut in 
two or three strips and _ twisted 
around the crown, while the “quills” 
are placed in front. 

Still another smart effect is gained 
by cutting disks from the part of the 
brim that gave the “too broad” ap- 
pearance. These disks are bound with 
grosgrain ribbon of the same color as 
the velours, and placed in a formal 
little row around the crown, alternat- 
ing with wool embroidered flowers 
that may be purchased or made. 

French felt hats may be treated in 
exactly the same fashion as those of 
velours, though it may be wiser te wire 
the edge of the remaining brim, as the 
felt is a little softer than most velours. 
In case this is done, bind the brim 
with ribbon of a darker shade or of a 
contrasting color. Do npt hesitate to 
slash the entire crown with rows of 
tiny slits, through which you may: 
draw narrow ribbon in much the same 
way that small children weave “mats” 
in nursery days. 


Here and There 


LONDON, England—That there is 
both a right and a wrong way of sct- 
ting about making most kinds of 


old word, for a house either in the 
town or the country, it is very desir- 
able to choose the right way from the 
beginning. In the first place, it is, in 
the highest degree, desirable to buy 
nothing which is not really wanted, 
and although this may sound a simgje 
matter in theory, in practice it re- 
quires the exercise of a fair amount 
of judgment and self control. 

It is, by no means, always so easy 
to turn one’s back on an object 
whether in the shape of furniture or 
bric-a-brac, which, although it may 
be quite delightful in itself, is, ob- 
viously, if we will only admit the fact, 
unsuitable for our own dwelling. And 
yet, how different the result is, if this 
has been the rule which has guided the 
shopping! The fine old piece of fur- 
niture, obviously genuine, and with 
just that precious little extra approx- 
imation to perfection which lifts it 
above the common ruck of similar ob- 
jects, is not lightly refused; but, if 
the purchase is made, how incongru- 
ous the result may be, when, for. in- 
stance, perhaps a Dutch marqueterie 
cabinet is sent home and finds itself 
in a room furnished with modern 
painted black and c-lored tables and 
chairs, Truly, the person with liberal 
tastes and an appreciation of both 
ancient and modern work finds plenty 
of opportunities for exercising self- 
restraint, when th purchase of house- 
hold goods is going forward. How 
restful and satisfactory, however, the 
result, when a house has been care- 
fully furnished on right lines, when 
each object is useful and suitable, as 
well as good to look at, and, above all, 
when it is in harmony with all its 
neighbors. All the same, there is just 
one kind of buying in which a little 
more latitude may be allowed and, 
‘when a fairly free hand in the matter 
of making purchases is not only per- 
missible, but desirable; and this is in 
the case of an opportunity for a visit 
rto the markets and the stalls, in far 
away and old-world countries. Here, 
again, “there is still a right and a 
wrong way of buying, and discretion 
is essential; for, failing this, the op- 
portunity for purchase in other lands 
might, conceivably, lead to the intro- 
duction of Swiss cow-bells, painted in 
oils, with views of the Lake of Lu- 
cerne, into an otherwise inoffensive 
apartment, or to similar catastrophes. 
But, if the purchases are made by a 
traveler who is no novice in the art 
of buying, those delightful odds and 
ends which are not easy to come by 
in any other fashion, be they in the 
form of pottery, brass, copper, em- 
broideries or other things of like na- 
ture, it will generally be found that 
they will fit in somewhere in the 
house; and they will be valued, in 
after years, not only for their own 
sake, but also for that of the memo- 
‘Tries they evoke of the manner and 
place of their purchase. No matter 
that their transport may, at the time, 
have been a matter of some embar- 
rassment, and that the happy pur- 
chaser had to walk through the 
streets, clasping a pottery jug, a large 
copper pot or an ancient candlestick, 
incurring, possibly, no small share of 
more or less respectful attention on 
the way; he or she will have his re- 
ward. 

The littie Greek vase will always 
bring back memories of the brilliant 
sunshine and of the sapphire-blue 
water, which lapped against the quay- 
side on that little island in the AUgean 
where it-was bought, maybe, one fine 
spring morning, from some fortu- 
nate islander, eager to sell his find to 
the English “lordos.” The sight of 
the pottery jug will recall the gabled 
houses of the old French county town, 
on the cobblestones of whose market 


Mending a Sagging 


Door 


It ruffled the tidy nature of the 
handy man to have to pull and jerk 
at his door to open it, and then to 
have to coax and push to shut it. A 
door ‘should fit in its frame, like a 
stopper in a bottle, he thought. A 
cursory examination disclosed that it 
stuck at the bottom. Of course, if the 
swelling had been at the top, it would 


the surplus. But, at the bottom! He 
tried tightening the screws in the 
upper hinge, which were quite loose, 
but found the wood so soft that even 
longer screws would not hold. There 
seemed to be nothing to do but re- 
move the upper hinge, dig out the 
soft wood and insert in its place 4 
piece of new wood, which held the 
hinge screws firmly and prevented 


the door from sagging. place it once reposed among its fel- 
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The happy purchaser 


lows. The Spanish embroidered shawl 
will bring with it a picture of the little 
low, dark shop, in the Andalusian sea- 
port town, whence it came, and of the 
graceful Spanish girls, with their 


purchases is undeniable and, when it) carefully dressed, flower-decked hair, 


comes to the question of providing | Ae tala 
furniture and plenishings, to use the: street outside. 


who were sunning themselves’ in the 
Such gleanings have 
a way of fitting in, somewhere, in a 
house, provided always they have been 
bought, in the first place, with a cer- 
tain amount of discernment gained 
from experience. Opportunities for 
making purchases in this way, should 
not be neglected, for, like opportuni- 
ties of other kinds, they Have a way 
of not recurring to those who turn 
their backs upon them. 


Making the New 
Petticoats 


“The newer the petticoats, the 
straighter the lines,” is the descriptive 
adage that may be applied to the ad- 
vance models for winter wear, since 
petticoats must be very straight and 
very smooth, if they are to accord wita 
the slender silhouette. 

But the petticoats need not be se- 
verely plain to be smart, for the 
straight-line effect is easily gained by 
skillful cutting and close knife-plait- 
ing. 

A number of exceptionally attrac- 
tive new petticoats are made in mod- 
els that may ‘easily be copied by the 
home dressmaker. In several styles, 
two or more materials, and two differ- 
ent colors or two different shades 
of one color are used; so, to duplicate 
these. particular skirts, remnants of 
lace and fabrics, or even “last year’s 
frocks,” may be called- into play. 

Beginning with the simplest of 
straight-line models, there is a plain| 
skirt carefully fitted over the hips, and 
quite devoid of trimming, save for the 
narrow plaited ruffle that edges the 
bottom of the skirt. Satin striped tub 
silk was used for this neat model, but 
pongee or rajah silk would make a 
practical skirt of this kind, and no 
doubt the wardrobe trunk or cedar 
chest will supply a discarded pongee 
dress which could.be “made over.” 
If preferred, fringe could be substi- 
tuted for the plaited ruffle. 

Another perfectly straight model, 
of two-tone glacé satin in a charming 
shade of apple green, is trimmed very 
simply with narrow puffed ‘quillings 
of the satin, shirred and stitched down 
the center and applied to the skirt in 
two curving lines above the hem, the 
upper row extending into a lovely 
bowknot design in front. 

This skirt could easily be made from 

the foundation slip of a worn-out 
evening gown, shirred ribbon being 
used instead of the puffed quilling. 
. The top of another model, designed 
for wear with light-colored frocks, is 
of flesh pink satin, with an under- 
flounce of knife-plaited chiffon. <A 
deep band of cream-colored silk lace, 
very scantiéy gathered, is placed over 
the chiffon. At the left front, a short 
piece of the lace is left hanging fiom 
the top of the flounce, tiny silk rib- 
bon rosebuds catching it up from be- 
neath, so the lace will not fall below 
the hemstitched hem of the chiffon. 

Still another dainty model is made 
with two overlapping flounces of 
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cream-colored lace, on a foundation of 
rose-pink crépe de chine, a streamer 
bow of double-faced satin ribbon in 
rose and lavender giving an accent of 
color. 

Soft, pliant and durable, adapting it- 
self particularly well to this season’s 
lines, jersey silk is the material used 


| for many of the petticoats designed to 


wear with street suits and frocks. 
Broad, vertical stripes of beige and 
dark brown, navy blue and beige, or 
rose and gray, form the flounce of an 
interesting new model. 
A delightfully “lacy” skirt, destined 


for wear with the finest of gerrgette 
gowns, has its outer flounce made of 


alternating rows of narrow satin rib- 
bon and cream-colored valenciennes 
lace, its under flounce of plaited chif- 
To copy this skirt, several pat- 
terns and widths of lace could be 
used to good effect, if care were taken 
in planning the spacing. 

Some of the prettiest new flounces 
are cut petal-shaped at the edge, and 
this gives an excellent suggestion for 
“making over” .a flounced dress or 
skirt that is worn at the hem. Cut 
the ruffie in very broad, deep scallops 
and finish the curving edges with 
shirred ribbon, narrow fringe or a 
new silk braid that closely resembles 
the old-fashioned rickrack braid. 

Quaint, many-colored embroidery 
adorns the “Wall of Troy” edge of a 
navy blue crépe meteor petticoat, that, 
could be copied :by using some of the 
vards and yards of bright Persian 
trimmings that almast every piece-box 
contains. 

Rows of very narrow ribbon are 
stitched to form a diamond pattern, 
on the knifé-plaited flounce of an- 
other jersey petticoat, that deft fin- 
gers can easily copy. 


Taking Care of the 
Knives 


Did you ever hear of or use a knife 
pitcher? “A knife pitcher is a tin 
vessel, stout and squat, specially made 
and provided to save knife handles 
from the wreck and ruin of hot dish- 
water,” according to the definition 
given by Emily Holt in her “Com- 
plete Housekeeper,” which contains a 
veritable mine of valuable information 
to the inexperienced housewife. She 
adds that, if one is accustomed to use 
two sizes Of knives, one should have 
two sizes of pitchers likewise. The 
reason for these pitchers is that, if 
one'uses knives with wooden, horn, 
mother-of-pearl, ivory, or bone 
handles, these handles must not be 
allowed to stand or soak in water, for, 
if they“do, they not infrequently part 
company with the blades. This writer 
gives the following simple and excel- 
lent directions for the care of knives: 

“Gather up the knives early in the 
dish-washing fray, wipe off the blades 
with crumpled paper, then stand the 
bunch in a pitcher of proper height, 
pour very hot water over the blades— 
be sure not to pour it over the handles 
—add a little soda water, and let 
stand till everything else is done. 
Wash singly and quickly through 
clean suds, taking care that no dirt 
is left at the join of the handle and 
blade. Rinse in lukewarm water, and 
dry while warm. This unless there 
are spots on blade or handle. Spots 
on ivory should be rubbed out with 
tripoli, mixed in sweet oil, and a clean 
flannel. Mother-of-pearl seldom spots, 
‘but may be stained by fruit juice or 
any acid running down from the blade. 
Wash very clean, then rub lightly and 
quickly with a little sifted whiting, 
wet with alcohol. Wash clean after 
the rubbing, and, when dry, polish 
with dry whiting and a flannel or silk 
cloth. 

“To clean steel knife blades easily 
and quickly, cut a good-sized potato in 
two, dip the cut surface in bath-brick 
or powdered rotten-stone, lay the 
knife blade flat upon the table, and 
+rub the spotted surface hard with the 
potato. In a minute at furthest, it 
should be bright. Wipe dry, wash, dry 
again, and polish with a little dry 
bath-brick. 

_ “Silver knives, stained with egg or 
vegetables, are best cleaned by wetting, 
dipping in fine salt, and rubbing with 
a wet cloth. To polish such knives 
and keep them bright, rub them fort- 
nightly with whiting, and afterward 
with a soft, clean flannel. Use helps 
amazingly to keep such cutlery in the 
best order, but spare knives will take 
no harm if they are washed thor- 
oughly, rubbed clean, wrapped sep- 
arately in soft white paper, and put 
away in a tight box. Silver chests and 
leather cellarettes are handsome and 
excellent things to have, but the plain, 
tight box, dark and trig, is better for 
preventing tarnish than all their be- 
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Dilute your corn syrup or 
honey with hot water and 
flavor with 


MAPLEINE 


“The Golden Flavor” 
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syrup. Serve cold and you'll 
be surprised’ at its delicious- 
ness. 
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Sadioniat of shaped trays and velvet 
rests. 

“Carving knives and forks need to 
be very well washed, then to have a 
cloth over the point of a skewer run 
all around the joint. If they have 
horn handles, the same skewer, treat- 
ment should be applied to the horn 
ridges, or else the ridges should be 
washed out with ammonia and water 
and a very stiff brush, brushing with 
the grain of the horn. It goes without 
Saying that, carving knives must be 
razor-edged. To insure that, first buy 
good steel, no matter what the mount- 
ing; then, once a year, have the blade. 
properly ground. In between keep it 
sharp and true, by help of a long 
whetstone, such as is used on mowing- 
scythes. It can be bought in any big 
hardware store, should not cost over a 
quarter, and will last a lifetime.” 


Recipes to Serve 100 


For the benefit of that woman who 
has or wants to have a lunchroom, 
where many will come each day for 
a dainty midday meal, or for the one 
who has a club dinner or supper of 
some sort to evolve, the United States 
Food Administration offers herewith 
some of its own particular recipes, 
each one making enough for 100 por- 
tions. This administration has a cafe- 
teria in Washington from which it 
Serves some 700 meals daily. 

Polenta—Six pounds or 2% quarts 
of corn meal, 12 quarts of water, % 
cup fat, 6 pounds cheese, 7 quarts 
tomato sauce, 1 cup salt. Heat 12 
quarts of water to the boiling point, 
add the corn meal and the salt. Cook 
in a double boiler until very thick, 
adding the fat just before pouring 
into molds 1 inch deep. When cold, 
cut the mush in desired size and place 
in a dish, leaving space between the 
pieces. Cover the top with a layer 
of grated cheese. Pour a thick, highly 
seasoned tomato sauce over the whole 
and bake until the mush is heated 
through. 

Peanut Puree—Ten quarts milk, 5 
ounces cornstarch, 8 pounds peanut 
butter, 1-3 cup salt, onion. Heat 9 
quarts of milk to the boiling point. 
Add the cornstarch, mixed with one 
quart cold milk. Cook in a double 
boiler for 30 minutes, stirring to pre- 
vent lumping. Add the peanut but- 
ter, salt and chopped onion. Cook 
until smooth. 

Gingerbread—One cup or 12 ounces 
light sirup, 10 ounces fat, 1% ounces 
soda, 2 ounces salt, 1 oumce cinnamon, 
1 ounce ginger, % ounce mace or all- 
spice, 6 eggs, 14 quarts molasses, 2 
quarts buttermilk or sour milk, 4 
pounds barley flour. Cream the fat 
and the sirup. Add the spices, salt, 
soda and cream, the eggs beaten in} 
well, then the molasses, and mix. 
Follow with the buttermilk which is 
also mixed well. Add the sifted flour, 
mix and bake in sheet pans in a mod- 
erate oven. 

Cake for Cottage Pudding—Three 
pounds fat, 144 pounds sugar, 1 quart 
or 3 pounds light sirup, 2 ounces soda, 
1% ounces salt, 10 eggs, 2 quarts 
milk, 4 ounces cream of tartar, 3 
pounds wheat flour, 3 pounds corn or 
rice flour. Cream thoroughly the fat 
and the sugar, adding the soda and 
the salt when well creamed. Add 
alternately the sirup and the eggs, 
creaming after each addition. The 
milk and the vanilla should be added 
next, followed by the flour sifted with 
the cream of tartar. Bake in a mod- 
erately hot oven. 

Maple Sauce for Cottage Pudding— 
Eight quarts milk, 14% quarts or 3% 
pounds maple sirup, 2 ounces salt, 12 
ounces cornstarch. Heat 7 quarts of 
the milk to the boiling point in a 
double boiler. Then add the maple 
sirup and the salt, followed by the 
cornstarch, mixed with 1 quart of 
cold water, which should be added 


Planning For a Cellar 
| Garden ~ 


Why not have a garden in the cel- 
lar this coming winter? Here is a 
way in which you can have fresh 
vegetables, long after the outside 
garden has been snowed under. It is 
time to plan for a cellar garden now, 
although the actual work need not be 
done until later. Among the crops to 
grow are rhubarb, asparagus and 
French endive. 

You will need well-established rhu- 
barb roots, which may be dug from 
your own garden or purchased from 
some commefcial grower. It is the 
same with the asparagus roots and 
the endive. The latter is produced 
from what is called Witloof chicory. 
Not a few garden makers have been - 
growing this chicory in their own 
gardens this season, and will have 
plenty of plants to force. When this 
has not been done, enough forcing 
plants can be bought at the seed 
store. The asparagus and chicory can 
be started any time in the fall, simply 
digging up plants and setting them 
in boxes of earth in the cellar. If you 
have several extra plants, store in a 
cold place, to force later on. 

The chicory is grown best in par- 
tial darkness, but the result is accom- 
plished by placing an upturned box 
on the one containing the plants, 
some holes being bored in this box 
for ventilation. It isn’t necessary, 
but it is advisable, to have four or five 
inches of sand over the earth in which 
the chicory roots are planted; -be- 
cause, when the shoots go through 
this sand, they form solid, compact 
heads instead of spreading, as they 
otherwise will. 

Rhubarb roots should be dug late 
and allowed to freeze, before they are 
forced. With several of the roots kept 
frozen, you can have rhubarb all win- 
ter. If grown in partial darkness, it 
makes fine, white shoots, with quite 
small leaf growth. Of course, you 
need a fairly warm cellar to do this 
work, and it may be best to set the 
boxes near the furnace or heater. Get 
your boxes from the grocery store 
now, and fill them with nice, rich 
loam, from which the stones have 
been removed. 

Sea kale is a vegetable not nearly 
so well known in America as in Eng- 
land. Yet it is well worth getting ac- 
quainted with, for the forced roots 
make an excellent salad somewhat 
similar to French ‘endive. One rea- 
son why it is not more commonly 
found in gardens, lies in the fact that 
it needs two seasons of growth before 
it is ready to use. Roots for forcing 
rmay be purchased at this season, 
however, and are not expensive. They 
are given much the same treatment as 
Witloof chicory. 

When frosty weather approaches, 
you can dig up some plants of Brus- 
sels sprouts and common endive, root 
and all, and keep them growing for 
some time in the cellar. Your celery, 
too, may be packed in boxes of earth, 
if dug up from the roots, and will last 
until the new year in a cool cellar, 
but where the temperature does not 
drop much below freezing. 


Another Conservation 
Suggestion 


Many thrifty housewives save all 
chicken and turkey bones, after a meal, 
wash them and start a soup pot for the 
following day. A considerable amount 
of strength remains in these bones, 
after the meat is eaten. Of course, the 
soup pot has always been a real econ-~ 
omy measure, as it stands in opposi- 
tion to the refuse can, ready to catch 


carefully. Cook for 20 minutes, stir- 
ring to prevent lumping. 


the innumerable left-overs which are 
usually a problem to dispose of nicely, 


ing the 


You can always be quite sure of pleas- 


when you have this flaked rye cereal 
in the house. 


Such tasty, satisfying cookies, muf- 
fins, bread, rye crisps, fritters, and 
breakfast porridge can be made | 
with it. 


family and delighting guests 


And it’s so appetiz- 
ing and satisfying and 
nourishing. 


Recipes on every 
package. Get a pack- 
age today and try 
recipe for Cream of 
Rye griddle cakes. 


te Pas -~ grocer doesn’t 

Cream of Rye, 
po us and we'll tell 
you where to get it. 


MINNEAPOLIS 


CEREAL CO. 
MINNEAPOLIS MINN. 
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RO SCALE ASKED 


Railway Sih aitinkal, Renew 
~ Request for Time-and-Half 
Pay for Overtime and Seek 
Restoration of Differentials 


WASHINGTON, D. C.— The four 
leading railway brotherhoods have re- 
- @Mewed their request for time-and-a- 

halt pay for overtime work, and are 
now pressing this issue before the 
Railroad Administration’s board of 
railroad wage and working conditions. 

At present most of the men get the 
game rate of pay for overtime that 
they receive for the standard day’s 
work. 

The new application applies to the 
engineers, firemen, conductors and 
+ agra sobs brotherhoods. In addition 

the switchmen's union has asked for 
time-and-a-half credit for holidays 
and Sunday work. 

The wage board is considering the 
application and will make recommen- 
dations to the Director-General of 
Railways. Railway firemen ask for 
a special scale of pay which would 
result in increases ranging between 
25 and 80 per cent in addition to the 
time and a half for overtime request. 

All the brotherhoods also seek re- 
adjustments of wage scales through- 
out the country to. restore wage re-| 
lationships and differentials which the 
last general wage advances wiped out. 


Labor Dispute Award Made 


Colt’s Fire Arms Company Employees 
Obtain Eight-Hour Day 


HARTFORD, Conn.—Maj. B. N. 
Gitchell, U. S. A, sole arbiter ap- 
’ pointed by the Secretary of War to 
settle the labor dispute at the Colt’s 
Patent Fire Arms Manufacturing 
Company of this city, has made the 
following award: 

Forty-eight. hours a week, consist- 
ing of six days of eight hours each 
day, is the new working schedule, be- 
coming effective on Thursday; 

AH time work in excess of eight 
hours within any one day or. 48 hours 
jn the week shall be considered over- 


time, payable at the rate of time and} 


one-half. Sunday and holiday time 
ehall be paid double rates; 

By mutual consent the working days 
may be so lengthened as to permit of 
a half holiday on one day of each 
week; 

The revision of rates provided in 

‘Major. Gitchell’s award shall in no 
case operate to reduce wages of any 
employee. Ten per cent extra shall 
be paid to night workers; 

The decision on hours, wages, condi- 
tions of labor shall take effect as of 
Oct. 24, 1918. 


LOYAL LEGION OF 
LOGGERS MEETING 


Special to The Christian Science Monitor 
from its Pacific Coast Bureau 

SPOKANE, Wash.— Indicating the 
guccess of the efforts of Colonel 
Disque, of the spruce production divi- 
sion of the United States Army, to 
hold the timber workers together and 
to get a maximum of result in the 
prosecution of the government’s air- 
plane program, was the representa- 
tive gathering of loggers at Coeur 
d’Alene, Ida. 

The meeting was held under in- 
structions of Colonel Disque and was 
in direct charge of Second Lieut. C. K. 
Hodges, representing the United 
States Government. The production 
camps of the Northwest comprise the 
tenth district of the Loyal Legion of 
Loggers and the five delegates sent 
to the convention represented 8000 
men, 40 mills and about 100 camps in 
Northern Idaho, Washington and 
Montana. 

Lieutenant Hodges received reports 
from all localities, covering conditions 
now maintaining, rate of production 
of spruce lumber and the needs of the 
various centers. Wage schedules were 
discussed and increases in wages 
were recommended in some instances, 
Grievatices were presented for con- 
sideration by the government, and the 
general labor conditions throughout 
the district thoroughly reviewed. 


* Practical patriotism was manifested 


in the adoption of resolutions heartily 
indorsing the work of the legion, as 
well as the work of Colonel Disque. 


A remarkable degree of harmonious || 


cooperation has been attained in this 
branch of the ——— war ac- 
tivities., 


ITENRY FORD’S EAGLE 
BOATS ARE PRAISED 


WASHINGTON, D. C.—The Secretary 
of the Navy, in a public statement on 
Thursday urging Michigan voters~to 
support the candidacy of Henry Ford 

for the United States Senate, declared 


naval officers of the United States and. 
foreign countries had pronounced the. 


Eagle boats produced at the Ford plant 
in-Detroit as “next to the destroyer, 
the best weapon to exterminate the 
submarine.” By next summer, Mr. 
Daniels said, the government expects 


“Sweet Clover” Lunch Rooms 


_ . 26 East 4th St, Next 4th St. 


Entrance to Gibson House 


General Dining Room, 2nd Fioor. 
Men’s Dining Room, 4th Floor. 
Lancheon 11 to3 Dinner 5 to 7:30 


CINCINNATI 


to have 100 or more of these new| 
craft in the water. 

In referring to Mr. Ford: asa sena- 
torial candidate, the Secretary's state-} 
ment says: “In war he knows how to 
produce weapons to win peace und in 
the problems to be settled. after the} 
war his practical judgment*as Sena-} 
tor would be of the highest value,” (ss) 


CAMP KNOX LABOR . 
PROBLEM SOLVED} 


Practically Every County in Ken- 
tucky Represented in 1000 
Men Pledged -to the Work 


Special to The Christian Science Monitor’ 
from its Western Bureau 


LOUISVILLE, Ky. — About . 1000 
workmen who have pledged them- 
selves to remain at Camp Knox until 
the work on the great camp has been 


completed have been sent from Louis- 
ville to Stithton, in Hardin County, 
where the camp is located. The work- 
men included many merchants from. 
various parts of the State and several 
prominent business men of Lexington, 
including.a banker, who had enlisted 
for the work through patriotic mo- 
tives. 

The work of enlisting the men was 
done by a branch of the State Coun- 
cil of Defense through the various 
county chairmen and practically 
every county in the State was rep- 
resented. 

One of the principal causes of the 
lack of labor has been the living con- 
ditions, but these have been remedied 
So far as is possible, and there is in 
process of construction a_ theater 
which will have a seating capacity of 
3000. Y. M. C. A. huts are also‘ in 
process of construction. 

Camp Knox, which is being byilt as 
a permanent institution, will cover ap- 
proximately 35,000 acres of ground. 
There will be built 35 miles of con- 
crete and 45 miles of macadam road- 
way. The builders hope to finish the 
camp by Jan. 1. When completed, it 
will afford training facilities for 60,- 
000 men, and quarters for 27,000 


animals. . 


REHEARING IN TEXAS 
DRY CASE TO BE ASKED 


Special to The Christian Science Monitor 
from its Southern Bureau 

AUSTIN, Tex.—The state-wide pro- 
hibition law, which on Wednesday 
was declared unconstitutional and 
void by the court of criminal appeals 
of Texas, the highest court of appeals 
in criminal cases in the State, is held 
to be in conflict with that provision 
of the state Constitution giving coun- 
ties and other political sub-divisions 
the right to determine by local option 
election whether or not the sale of 
intoxicating liquors is to be permitted. 

The case decided on Wednesday is 
styled ex parte. F. Meyer of San 
Antonio was arrested in Bexar 
County on a charge of selling liquor. 
The case was’ never tried in the dis- 
trict court, but was taken to the 
court of criminal appeals direct on 
awritofhabeas corpus. State Attor- 
ney-General Looney has announced 
that a motion for ‘rehearing would be 
filed at once, and State Comptroller 
Terrell said he would issue no license 
for selling liquor until the motion for 
a rehearing had been disposed of. 

If the motion for rehearing is. de- 
nied, the decision will permit the sale 
of liquor in all those counties and 
parts of counties that had not adopted | 
local option, or do not came.’within 
the prohibitions of the zone law pro- 
hibiting. the sale of . intoxicating 
liquor within 10 miles of any army 
camp, cantonment, government ship- 
yard, drydock or other placé where 
government work is being done. This 
law had been supplanted by the state- 
wide law, but since the state-wide law 
is declared void, the zone law be- 
comes effective again. The zone law 
will cause Dallas, Houston, Galves- 
ton, San Antonio, El Paso,-Ft. Worth 
and other omet cities of Texas to re- 
main dry. 


DISLOYALTY VERDICT STANDS 
Special to The Christian Science Monitor 
from its Western Bureau 

REDWING, Minn.—In ‘the district 
court here on Wednesday a motion 
for a new trial for Joseph Gilbert, 
state manager, and L. W. Martin, or- 


was denied. Both men had. béen con- 
victed of disloyal utterances and’ each 
sentenced to a year in jail and Anes 
$500. 


_ 


FURS 


For the Flolidays 


The National 

Board of Defense says: 
Do your Holiday Shopping this 
month. 
Do you know of anything more. 
useful than furs? A coat, scarf |/ 
and muff, stole or coatee will 
please Milady—besides it con- 
serves more. While our stocks 
are complete we advise early 
selection. 


AS Burkhardt 


Webster B. Burkhardt, President 
Main St., Cor. Third, CINCINNATI, 0. 


ganizer for the Non-Partisan League, | 


Make Your Holiday Pur- 


| rae JOHN SHILLITO 


RUSSIAN PEOPLE 
SORELY OPPRESSED 


German Press Discloses Lack‘ of 
Food in Cities ~Serious Plight 
Attributed to Interference of 

. Entente and Tzecho-Slovaks 


‘Special to The Christian Science Monitor 


from its Washington Bureau 
WASHINGTON, .D. C.—Even the 
German press admits the desperate 
condition ‘of the Russian people, in its 


| reports from that country, a condition 


brought about through the reign of 
terror organized and fostered by the 
German Government. The Carnegie 


Institute has made translations of a 
number of articles published by the 
Berlin Tageblatt since Aug. 16, from 
which the following extracts are taken. 
Speaking of the desperate situation 
of the Soviet Government respecting 
its foreign affairs, the Tageblatt says: 
“These questions have become ex- 
tremely acute by the inconsiderate 
advance of the Hntente and the devel- 
opment of the Tzecho-Slovak counter- 
revolutionary danger. A state of war 
actually exists between the Soviet re- 
public and the Entente, and it is quite 
within the range of possibility that it 
will be formally declared also.” 
Then of the food situation, the paper 
Says: - , 
“The people in Moscow are in a very 
oppressed state of mind. They are 
starving. The Soviet Government is 
doing all within its power to estab- 
lish * soup ‘kitchens, at least for the 
working class. But even here every- 
thing is so expensive that the work- 
ingmen consume their entire wages, 
which have been doubled many times 
since the revolution. Besides, there 
is by no means enough for all. Con- 
sequently the population. has to de- 
pend, in considerable part, upon il- 
licit trading, which cannot be pre- 
vented under ‘these circumstances, 
even by the most drastic méasures of 
the Bolsheviki. The tradesmen com- 
pensate themselves for the increasing 
dangers by demanding prices of fan- 
tastic amount for their secretly pro- 
duced products. The peasant in the 
country asks perhaps 30 of 40 rubles 
for pud of flour, but the carrier 
asks; besides his regular price, ex- 
penses for a long trip to the cities and | 


well, and the internal ditaaenons 
with the Russian villages have proved 
to be strong enough to prevent exten- 
sive denunciations, in spite of the 
promised rewards.” 


Russians Ask iy 


Social Democrats Make Appeal far 
Allied Interference 


NEW YORK, N. Y.—A cable mes- 
sage asserting that the Social Demo- 
crats of Russia would welcome ‘the 
coming of “republican troops of the 
United States” into Russia has been 
received by the Social Democratic 
League of America, it is announced 
by William English Walling, secretary 
of the league. 


The message was signed by “all of 
the best-known Socialists of Russia 
outside of Bolshevist circles,” he said, 
and was signed adso by Peter Masloff, 
who is of international Socialist 
standing and has beén elected chair- 
man of a convention representative of 
democracy in Russia. The message 
reads in part: 

“Information has reached us that 
the Socialist Party of the United 
States is showing opposition to send- 
ing into Russia American troops, 
from anxiety that foreign interven- 
tion is undesirable for the _ de- 
mocracy of Russia. 

“Germans, with the aid of the Bol- 
sheviki, are seizing Russia, stifling 
democracy, executing Socialists. War 
with Germany is taking place in 
Russia along the Volga. Germany is 
establishing her forces in conquered 
sections of Russia. Besides the Rus- 
sian people’s army, which is fighting 
against Germans, but is still weak, 
there are being moved here troops of 
the Allies, chiefly Japanese. 

“Russian democracy would see in 
republican troops of the United States, 
not only a support in the fight against 
Germany, but a guarantee that the 
freedom and independence of Russia 
will not be suppressed.” 

Mr. Walling said: “Masloff speaks 
not only for the Social Democratic 
forces of Siberia, but as well for the 
trans-Ural region of Russia.” 


EMERGENCY POWER 
BILL SUBSTITUTE 


WASHINGTON, D. C.—A substitute 
for the Administration Emergency 


return, for the risk, which is not| Power Bill passed by the House to 


slight, the Red Guards often rob 
them of their supplies. 

a-pud of flour costs, in Moscow, 
through illicit trading, 300 to 400 ru- 
bles, and sugar 20 to 25 rubles a 
pound. 

“Not only are the large cities 
starving, but, apparently, large dis- 
tricts in the open country, particularly 
the northern provinces, where little 
grain is raised. From.whatever point 
you view Russian life, you come to 
the fundamental questions of the Rus- 
sian revolutions, to the problems 
which will be decisive ‘for the future 
development of things in Russia. This 
is true particularly with regard to the 
provisioning of the people. 

“The measures taken by the Soviet 
Government in the critical situation 
to bring on the market the grain sup- 
plies still concealed by the anxious 
peasant are clear to the memory of 
all. The future commissioners were 
endowed with dictatorial power. 
Drastic punishments were meted out 
for the concealment-of grain; high 
rewards were offered for the denun- 
ciation of such traitors, and large 
detachments of the: Red Army were 
sent into the open. country for the 


purpose of requisitioning grain sup-| 
plies. These troops proceeded with | 
the most inconsiderate and forceful | 


measures. The punishments have 
recently been increased, and a decree 
has given-the workingmen’s organ- 
izations the right to send requisitional 
detachments into the country, and 
thus defend their cause against the 
peasants. Up to the present, how- 
ever, all these measures have accom- 
plished nothing. The peasants have 
concealel the grain they still have too 


ANTICIPATE 


YourFall and Winter Needs 
Right Early 


RELIABLE merchandise is 
becoming more and more diffi- 
cult to obtain, owing to the 
great amount and variety of 
articles of wear needed by the 
U. S. Government for its 
army, mavy and all other 
branches of service. 


chases During This Month 


Buy practical, useful and 
substantial articles. 


COMPANY 


7th, Race and Shillito Place 
CINCINNATI 


FIFTH AND RACE 
CINCINNATI 


9 


rat le 
Known for their distinctive apparel for 
Women and Misses 
} 


toppers a shortage of steam power in war 
Consequently | activities, was agreed to on Thursday 


by the Senate Commerce Committee. 
Instead of forming a separate cor 
ration, with authority to lend funds to 
private enterprises to increase power 
capacity, the substitute, which repre- 
sentatives of the War Industries 
Board have been asked to aid in draft- 
ing, will authorize the War Finance 
Corporation to lend funds for that 
purpose up to $50,000,000. 


DUTCH CARGOES PURCHASED 

NEW YORK, N. Y.—The cargoes of 
five Dutch steamships, consisting of 
merchandise valued at $8,000,000, re- 
moved and stored when the ships were 
requisitioned by the United States 
Government last March, have been 
purchased by the United States from 
the Holland owners. Lack of tonnage 


‘made it impossible to forward the 


goods to the owners within a reason- 
able time. 


177-179-181 Woodward Avenue 
DETROIT, MICH. 


Our showing of 


‘Fall & Winter 
Suits: 


—is particularly attrac- 
trve—and is very com-. 
plete, both in its variety 
of. styles and materials 
and also in its range of 
prices. 


| Bay now and take no chances 
on advancing prices. 


Steinway 
—Unsurpassed among 
Pianos! 


Sold in Michigan only by us. 
Other instruments taken im 


Grinnell Bros. 


24 Stores. Headquarters 
243-247 Woodward Ave., DETROIT 


Potters Shoes 


A Household Word in Cincinnati Since 1866 | 


We've Grown With the City 
wou. West FIFTH STREET. 


High Quality Cleansing\ & Dyeing 


~ “THEFARSTORE 


" 
—— LT 


, Cincinnati’s 
“Progressive Department Store 
‘We Give and Redeem Surety Coupon 


THEATERS 


“The Chinese Puzzle” 

Specially for The Christian Science Monitor 

“The Chinese Puzzle,” ‘romantic drama 
in four acts, by Leon M. Lion and Marion 
Bower; presented on the evening of Oct. 
23, 1918, the Copley Theater, Boston, 
by the mry Jewett Players in arrange- 
ment with the Shuberts. The play has 
ben running for several’ months_at the 
New Theater, London. Last June it was 
played for a week in Washington under 
the management of William A. Brady. The 


present cast: 

Littleport ) Leonard Craske 
Paul Marketel ......H. Conway Wingfield 
Lady De La Haya. cS ine Newcombe 
Aimee De Villeseptier, .Mercedes Desmore 
Victoria - Cresswell. ..7...... Viola Roach 
Sir Roger De La Haye. Noel Leslie 
Naomi Melsham Phyllis Relph 
Hon. William Hirst...Montague Weston 


aden acts out of pure gratitude to 
repay a kindly office done him by the 
hero’s father, many years before. This 
truly Oriental motive was ‘exemplified 
in something like a parallel fashion 
in Bedford, Mass., a few months ago, 


when a Japanese gentleman presented | 


to the city a rare Sdmurai sword as 


token of his grateful regard for the|) 


home town of the sailor who had 
rescued his eranctaWar from the sea 
60 years ago. 

Mr. Jewett makes his return to the 
stage in the réle of the inscrutable 
Chi Lung, a réle which will develop 
with further performances. There is 
presence and incisive power in Mr. 
Jewett’s performance, and an inten- 
sity of effect that will be unmarred 
when the general pace of the company 
is quickened and there is no further 


Aaron P. Quant Nicholas Joy 


need of the prompter. Miss Relph is 


Armand De Rochécorbon...... E. E. Clive, admirable in emotional expression in 


Dr. Chi Lung....:...%.. i...Henry Jewett! 
Dr. Fu Yang Owen T. Hewitt | 
Mrs. Melsham. . 


BOSTON, senate theatrical pro- 
fession has a maxim tothe effect that 
what has always “gone” in the play- 
house will always “go.” ‘It is es- 
pecially to the point to indulge in 

aphorisms in speaking of “The Chinese 
Puzzle,” for not only is that piece 
as purely of the footlights as Sardou’s 
“Dora” but its single novel character, 
Chi Lung, utters his thoughts almost 
exclusively in the. form of Chinese 
saws and oriental instances. It would 
require at least'‘a foot of white paper, 
column width, to relate the details of 
the intrigue of this extremely plotty 
play,—a_ profitless proceeding, since 
these details have been the common 
property of all play carpenters from 
Sydney Grundy to Lope de Vega. Suf- 
fice it to say that a yotng woman, 
Naomi, in order to satisfy the de- 
mands upon her adventuress mother 
of a blackmailing journalist sells him 
a photograph of a secret loan agree- 
ment between England and China. The 
journalist’s scoop causes an upheaval 
in diplomatic circles, and Naomi’s 
husband is forced to resign from this 
post in the Foreign Office. In the end 
Chi Lung takes upon himself blame 
for the theft of the state paper, and 
Naomi’s vindicated husband .is_ re- 
stored to his position.~- The refresh- 
ing strain among a mass of well-worn 
story materials is Chi Lung’s motive 
in taking the blame for Naomi’s act. 

There is not a hint of the Scarpia 
motive, though more than one of the 
spectators must have dreaded -that 
this play was to prove only one more 
rewriting of “La Tosca.” On the con- 
trary, Chi Lung has nothing but con- 
tempt for Naomi, and makes of her 
the butt of a long strin® of cutting 
Oriental axioms as to the inferiority 
of women to men. No, this Chinese 
financier with a habit of talking in 
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sport wear is made of the new Leatheo- 
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giving the warmth of fur, 
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her silent moments, and should easily 
get away from the conventionality of 
As the hus- 


thing like individuality in ‘character- 
ization, is given a sustained and nat- 
ural emotonal performance by Mr. 
Leslie. On the whole, this is the 
sort of play that calls for the utmost 
niceties of production to gloss over its 
staginess. Adroitly enough done, it 
will undoubtedly “go.” 


PLANS FOR RECEPTION 
TO SAMUEL GOMPERS 


Special to The Christian Science Monitor 
from its Western Bureau 

CHICAGO, I1l—The American Alli- 
ance for Labor and Democracy hag an- 
nounced a national mass meeting to be 
held- here at a date provisionally fixed 
as Nov. 8, in honor of Samuel m- 
pers, president of the American Fed- 
eration of Labor, in recognition of his 
services.on his recent mission abroad. 

Invitations have been sent to Presi- 
dent Wilson and his Cabinet to attend 
the meeting and to governors of all 
the states, to state councils of de 
fense and other public officials and to 
the heads of the various labor organi- 


zations in the country. 


WOMEN FARMERS 
ARE, RECOGNIZED 


Henceforth Their Land Army 
in United States Will, Be a 
Part, of the Federal Agency 


Special to The Christian Science Moniter 
from its Eastern Bureau 


NEW YORK, N. Y.—The request of 
the United States Department of La- 
bor, asking the Woman’s Land Army 
to affiliate with it, was granted by a 
unanimous vote at a meeting of state 
chairmen held in this city. Hence- 
forth, President Wilson, through the 
federal employment office, will assist 
in the recruiting of farmerettes, and 
the army will be prepared to furnish 
women laborers in whatever part of 
the country they are most needed. 

During the past season about 15,000 
young women worked on farms 
throughout the country and, accord- 
ing to Mrs. Margareta Neale, assistant 
to the director-general of the women’s 
division of the United States Employ- 
ment Service, the demands of the 'com- 
ing year will be far greater. Mrs. 
Neale read a letter from the President 
to Mrs. Henry Wade Rogers, chairman 
of the executive committee, which 
voiced his appreciation of the work 
done by the army to help meet the 
food problem, and expressed the hope 
that American farmers would follow 
those of Canada and Great Britain and 
avail themselves of the privileges of 
employing women in so far as is prac- 
ticable. 

The Woman’s Land Army is organ- 
ized in 38 states. One unit will go to 
Florida for the winter, and it is hoped 
that more will be:sent to France, 
with farm machinery, under the Com- 
mittee for Devastated France, of which 
Miss Anne Morgan is president. The 
land army proposes to relieve the 
sugar shortage by tapping the maple 
trees in Vermont and New Hampshire. 
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“Grows with Detroit” 


188-90 Woodward Avenue, DETROIT, MICH. 


( 


back home. 


fer you in London. 


THE HUDSON-HARRODS 
OVERSEAS SERVICE 


is a great connecting link between the boys at the front and the folks 


Because of the necessity of keeping down tonnage from America to France, the 
Government has put a ban on sending parcels frem this country to men im service 
overseas (unless accompanied by a formal request authorized by the officer in com- 
mand of rank not lower than lieutenant-colonel). 

The Hudson-Harrods Overseas Service allows you to send comforts and luxuries 
to the soldiers and at the same time respect the Government's wishes, 


Instead of Being Shipped from Detroit 
Your Gifts Are Shipped from Harrods, 
a Great Department Store of London. 
We’ have catalogues showing what can be ordered. There are single articles and 
special packages. Food, candy, clothing, etc. 
If you do not find exactly the articles you wish in the catalogue, we will shop 


If you will come to the Military Shop, an expert will give yeu any information 
you may wish and will help you im the selection of your gifts. 
Hudson’s—First Floor—Woodward Building. 


‘Exclusive Styles 
In Misses’ and Women’s 
Suits, Coats, Dresses, 
Skirts, Waists and Furs. 


‘Ge Rollins BG, 


259 Woodward Ave., Washington Arcade, 
DETROIT 


Walk-Over Boot Shops 


153 Woodward Avenue 
260 Woodward Avenue 
2960 Woodward Avenue, Highland Park 


DETROIT 


Youths’ Shoes 


Wenen's Misses” and 
Children’s Shoes 


GS}. 


Grimshaw & Stevens: 
DETROIT, MICH, 
Clothiers, Furnishers and Hatters 
16-18 Grand River Avenue, West 
STORES 224 Griswold Street 
. 515 Woodward Avenue 


Stationery, Printing 
and Fine Binding 
The RICHMOND & BACKUS CO. 
DETROIT, MICH. 


Men's. Boys’ and 
A Shoe For All Walks of Life 


ag ie 
Hair’s Restaurant 

CHOICE F OOD | 
Cool, Light Dining Rasa ga 


Location. Efficient 
258 Woodward Avenue, caiacie 


INSURANCE LINES 
Attractive Auto Rates 
J; Fi B. COLLINGS 


General Agent 
Cherry 2990, Detroit 524 Penobscot Bldg. 


‘“The House of Flowers” 


For 
a ben and ab 

me 
toute to every — and sage in the country, 
be home. 


enabd 
as whan 3 you are a 


ever fifty years we have. supplied flowers. 
particular people of Detroit, both while 
“ig road. Our service by wire ex 


Kubw's 


Special War Time Candies Madé from 
Honey, Molasses & Maple Sugar. 


DIAMONDS—WATCHES | 


Hugh Connolly and Son 
State at Griswold, DETROIT 


Pontiac Cane) Beate. = N. Saginaw 


We Serve Luncheon—Supper 
216 Woodward Ave... DETROIT, MICH. 
| 


We “xin Service F lags. 


to pita the men in 
service. Are you flying 
a clean, bright one 
for him? 


‘All sizes—silk or binky: 
iy sentegehend 


Pringle Furniture, Co. 


"FURNITURE OF QUALITY 


~ MacDiarmids Candies 


1505 Woodward Ave., just below Boulveard 


- DETROIT, MICH, 


Milton Corset Shop 


Exclusive Agency 


“FROLASET CORSETS” 
241 Woodward Ave. DETROIT, MICH. 


280-234 Woodward Avenue 
Glove and 


WIRICK’S Cleve we 


85 Grand River Ave., West, Detreit, 
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“COLLEGE, SCHOOL AND CLUB ATHLETICS 
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| Forty MEN OUT 
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sf 
a 


47 
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_ - «than 40 football candidates, including 
_ “poeth officers and enlisted men, practi- 


nk 
es 
Le 


“more than hold its own on the grid- 


athletic officer. 


4 Castator, A. S. S. C., 


“high school star, who has been on 
at this depot for some time. 
"been in effect at the depot for more 


_time for practice and prevented a 


‘ depot team, but it is understood that 


* depot baseball team are in the football 


_ formerly of the St. Paul Club, Amer- 
* ican League, who is attracting a great 
: deal of attention in kicking and clever 
- back-field work; Corp. Reese Williams, 


. and Corp. Harry Walker, utility of the 
' Brooklyn Club and former Federal 
« League. 


the season has met with a decided re- 
» vision. 


~ stars, who were to be in the lineup 
. had to leave the depot. 

. were Lieut. Nelson Norgren of the 
- University of Chicago, a star in the 


» equipment for the troops of the Air 
. Service. 
_ yet been announced, but in all proba- 
. bility will be the club from Camp 


. Hazelhurst Field No. 1 at Mineola. 
..Field No. 1 has an excellent team, 


_ supervision of Lieut. R. A. Fowler, a 
-,.well-known Marathon runner. 


3 follows: 


ic. New London: 


a= fe oe a a eee ie ae << awe -—— * 


will be played shortly. A schedule 


- Pames are promised. 


| the Michigan State Board of Health 
_ the opening game of the University of 


: 
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. GARDEN CITY, L. I.—With more 


Lieutenant Soule is communicating 
_with various army and college teams 


games with other camp and college 
- teams. 


and one on the flying field. This will 
give ample space for all the teams to 


_uled to be played here Nov. 2 with 
the Northwestern University eleven 


_ Minnesota, scheduled for later in the 


-GEN ERAL N EWS 


Co 


“AT GARDEN CITY) 


“Liew. F. B. Castator, Former 
Colgate Player, is Coaching 
_ Aeronautical General Supply 
Depot and rime Eleven 


“Special to The Christian Galenee Monitor 
from its Eastern Bureau 


: 


cally all of whom have been members 
, of some of the best college and pro- 
_ fessional teams in the country, out for 
" practice, indications are that the Aero- 
nautical General Supply Depot and 
Concentration Camp will be able to 


iron during the coming season. 

The depot football team was organ- 
ized Oct. 7, following a meeting called 
by Lieut. E. C. Soule, athletic officer 
of the depot, and attended by athletic 
officers from.each of the various aero- 
_ squadrons stationed here, and the ath- 
‘Jetic director of the Y. M. C. A. All 
‘football activities for the coming sea- 
son were discussed, and arangements 
made for squadron football teams to 
be organized at once. Ali teams at 
the depot were supplied with com- 
plete football equipment, which was 
_ procured by Lieutenant Soule, through 
“Mrs. Van Rensselaer of New York 
, City. In addition, equipment for other 
“winter sports wis turned over to the 


The first football practice was called 
shortly after the meeting for the depot 
‘football team, and the direct detail of 
“whipping the club into shape was 
‘placed in the hands of Lieut. F. B. 
formerly star 
player of Colgate University, who has 
been appointed coach. He is_ being 
assisted by Carp. Harry Walker, a 


special duty with the athletic officer 
Although the quarantine, which has 
than a month, has greatly limited the 


larger squad of men from answering 
the call, the men are rapidly getting |} 
into shape, and the material on hand 
is very favorable. No accurate figures 
are available on the weight of the 


it will average bout 170 pounds. 
A number of the members of the 


lineup. They are Corp. H. S. Ellison, 


left field of the depot baseball team; 


The schedule arranged earlier in 


Because of troop movements 
a number of officers, formerly college 


Among those 


game recently played between the 
team from. Mitchel Field, composed 
entirely of aviators and the team from 
West Point. 

Arrangements are béing made for a 
benefit game which will be played in 
New York City, the proceeds of which 
will be used for purchasing athletic 


The opposing team has not 


Devens, Ayer, Mass. The schedule has 
not been completed, but provided the 
quarantine is lifted the first game will 
be played tomorrow with the club from 


which has been organizedy under the 


The other games scheduled are as 
Noy. 2, with the team from 
Mitchel Field, composed of flying of- 
ficers; Nov. 9, Camp Merritt; Nov. 16, 
Noy. 23, Camp Devens; 
and Nov. 28, Columbia~- University. 


arranging for games and the schedule 
will be completed in the near future. 
There are several open dates and the 
club would -be glad to arrange for 


- Three gridirons have already been 
laid out in the north end of the depot 


practice. Squadron teams are being 
equipped and organized and games 


amongst the various aero squadrons is 
being arranged and many interesting 


FOOTBALL GAMES CANCELED 


Special to The Christian Science Monitor 
from its Western Bureau 


ANN ARBOR, Mich.—By order of 
Michigan’s conference season, sched- 


has been canceled. The ggme with 
month, has also been called off at the 
request of the military authorities. 
The Northwestern contest may be 
‘played at somte future date. . 


_ SERVICE GAME POSTPONED» 

‘Special to The Christian Science Monitor 
from its Southern Bureau 
LOUISVILLE, Ky.— The military 
Scum ace at Camp Zachary Taylor 

amnounce the postponement of 
ball game between the service 
non 


CAPABLANCA IS 


Cuban Defeats F. J. Marshall in 
Opening Game of the Inter- 


national Masters Tournament 


STANDING OF THE PLAYERS 


Won Drawn Lost Pts. 
J. R. Capablanca .... 1 0 1 
Oscar Chajes ..... 1 0 ie 
Boris Kostich ... 1 0 % 
F. J. Marshall 0 1 0 

NEW YORK, N. Y.—J. R. Capa- 
blanca, the Cuban champion from 
Havana, won the opening game of the 
International Masters Chess Tourna- 
ment which is being held in this city, 
under the auspices of the Manhattan 
Chess Club, by defeating F. J. Mar- 
shall, United States champion, in a 
remarkably brilliant contest after 38 
moves. 

Capablanca was the only player to 
win a game on the opening night, 
the two other contests resulting in a 
draw and an adjournment. Oscar 
Chajes, champion of the Manhattan 
Chess Club, and Boris Kostich, winner 
of the western championship, drawing 
their game, while R. T. Black, the 
Brooklyn champion, and J. S. Morri- 
son of Toronto, adjourned their game 
after 49 moves. The position of the 
men at time of adjournment seemed to 
favor the Toronto man. 

The game between Capablanca and 
Marshall attracted the most attention, 
and it well deserved this honor, as 
it was a splendidly fought contest. 
Capablanca opened. with a Ruy Lopez, 
which Marshall defended in the usual 
way, until the eighth move for black, 
when Marshall departed from the 
usual routine and began a startling 
continuation involving the sacrifice .of 


-&a pawn. From then on the play be- 


came very interesting, 
blanca on the defensive. 

At the thirteenth move Marshall of- 
fered the sacrifice of a knight, which 
could not be accepted, and on the fol- 
lowing move he left a rook to be 
taken, and again Capablanca refused 
to take it. So skillfully, however, did 
the Cuban defend himself, avoiding 
numerous traps and pitfalls, that 
eventually he emerged from the mélée 
with two minor pieces against a rook, 
in addition to other pieces and pawns 
on each side. 

At the time of the evening adjourn- 
ment, Capablanca had begun to get a 
real hold on the position. After re- 
sumption of play in the evening ses- 
sion, Marshall did not last much 
longer, and finally was confronted by 
a forced checkmate in five moves. 


SIDELINES 


Vincent Borkeskea, former Whit- 
man College football player, is now at 
the Camp Pike officers’ training camp. 


with Capa- 


Albert Baston, University of Min- 
nesota football captain and star end 
in 1916, has been promoted to: cap- 
tain in the United States Army. 


Hal Weekes, former University of 
Michigan quarterback, has been pro- 
moted from captain to major in the 
United States Engineers. 


’ 

Dr. L. R. A. Hammer, former foot- 
ball player and track athlete at State 
University of Iowa, has been awarded 
the Cross of War in France... 


J. H. Rush, coach of the Princeton 
varsity elevens of the past few years, 
is now working for the Emergency 
Fleet Corporation in New York City. 

Captain Wells of the University of 
California football eleven has enlisted 
in the coast artillery. He was the 
best plunging halfback on the eleven. 


Reports from Rutgers University 
state that Coach Sanford is going to 
lose a number of his star football 
players, as they are to leave that col- 
lege to enter an officers’ training 
camp. 


Coach A. A. Stagg of the University 
of Chicago is going to make consid- 
erable use of the forward pass this 
fall, as he is devoting quite a bit of 
the practice time to the perfecting of 
this style of play. 


Ft. Harrison has five candidates for 
its backfield, and four of them have 
played on “Big Ten” elevens. They 
are Bushman, Helmick and Bricker, 
Ohio; Pearson, Indiana; and West, 
Cleveland Indians. 


Capt. J. L. Griffith, who has been 
transferred from Camp Dodge to 
Camp Gordon, is the former football 
coach of the University of Idaho. He 
is to be athletic director at Gordon, 
and will probably be chief football 
coach. 


R. R. Edwards, who is a candidate 
for the Hingham (Mass.) Naval Amu- 
nition Depot football eleven, was a 
back on the Dartmouth varsity eleven 
of 1916. He scored the points which 
won the game for his college over 
Syracuse University that fall. 


MARLEY 2'% IN 
DEVON 2% IN. 


COLLARS 


QUETT PEABODY CO.1NC-TROY NY. 


CHESS WINNER : 


ARROW! 


TEXAS SCHEDULE 
IS REARRANGED 


Efforts Are Being Made to Have 
the Annual Contest With 
the University of Oklahoma 


'. Played at Dallas: Next Month 


Special to The Christian Science Monitor 
from its Southern Bureau 
AUSTIN, Tex. — Rearrangement of 
the football schedule of the University 
of Texas to fit the demands made by 
the War Department committee on 
education and special training, as 
set forth in a recently received circu- 
lar, is being carried out here. The 
required changes necessitated the 
canceling of several games. 


Due to the fact that students in 
more than 500 coHeges and universi- 
ties throughout the country who have 
enlisted in the Students Army Train- 
ing Corps will be held on their various 
campuses for the last three weeks in 
this month, the committee has ex- 
pressed a desire that‘no games involv- 
ing absence fot a night be played 
before Nov. 1, and that after that date 
not more than two games involving 
overnight absence be played. 

Among the changes which have had 
to be made in the Longhorn schedule 
is the game scheduled with the Uni- 
versity of Oklahoma eleven at Dallas 


-on Oct. 19. Director of Athletics R. B. 


Hendersom is making an endeavor to 
have this game played during Novem- 
ber: The-annual battle with Agric l- 
tural and Mechanical College of Texas 
has been changed from Nov. 19 to 
Thanksgiving, and the _ scheduled 
Thanksgiving Day clash between the 
Longhorns and the University of 
Arkansas team has been canceled be- 
cause.of the distance which the latter 
would have to come. It is probable 
that the colleges in the Southwést may 
continue their schedule into Decem- 
ber to make up for the games missed 
during October by the new ruling. 

Football practice at the university 
and at all other colleges and- univer- 
sities having a unit of the Students 
Army Training Corps has been cut 
down to only a short time daily, due 
to the army and academic demands 
on the tim® of the students. Coach 
W. J. Juneau is planning to keep his 
men in good shape by arranging for 
games with the teams from the three 
military schools: which the university 
is conducting here. 

Following is a copy of the order re- 
ceived from the committee on educa- 
tion and special trainings: 

“The time allotted for training and 
study for the Students Army Training 
Corps will be found to preclude for 
its members such football or other 
schedules as have been customary 
among colleges in past years. All 
practice for football or other sports by 
soldiers must be in recreation periods 
and not de@rease time allotted for 
drill ‘and study. It is desired that no 
games involving absence for a night 
be played’ before Nov. 1, and that dur- 
ing this period games be confined to 
intra-mural sports except for local 
Saturday games, calling only for trips 
that can be made Saturday after- 
noons. After Nov. 1 not more than two 
games involving absence overnight 
may be permitted; and furloughs for 
the purpose may be granted for mem- 
bers of teams, provided that no fur- 
loughs shall be granted to soldiers not 
maintaining satisfactory standards of 
military and academic work. No trips 
involving an absence longer than from 
Friday night to Sunday night will. be 
rr ‘i 


FIRST FABRICATED STEEL SHIP 


WASHINGTON, D. C.—America has 
its first fabricated steel ship, the 
Agawan, of 5500 deadweight tons, 
turned out by’the Submarine Boat Cor- 
poration at Port Newark, N. J. The 
Agawan required 303 days for her con- 
struction, and 27 steel mills, 56 fab- 
ricating plants and 200 equipment 
shops produced parts of the hull and 
machinery. The corporation has con- 
tracts for 150 duplicates of the Aga- 
wan, and delivery of completed ves- 
sels is expected at the rate of two or 
three every” week. 


NEWPORT TEAM READY 

NEW YORK, N. Y.—Fred Walker, 
coach of the strong Newport Naval 
Training Station football team, has 
sent word to the committee in charge 
of the united war work campaign that 
he is willing to have his team oppose 
any team, anywhere, at any time, pro- 
vided that the receipts go to swell the 
fund for the allied war organizations 
in the campaign. _ 
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AMERICA’S FINE. 
READY. SERVICE 
CLOTHES 


QUALITY CORNER 
LOCUST ST, AT SIXTH 


Branch Shop—Haberdashery 
, STATLER Sates he ad 


MAYO WINS CLOSE 
GAME FROM HIRAI 


we Billiardists Are Tied at the 
Thirty-Second Inning in Their 
» Tenth Straight-Rail Contest 


STANDING OF THE PLAYERS 


0 
0 

Julius Moses .. 

Nelson Mayo 

M. Hirai 

*A. Prickens 

Paul. Gross 

David Waterman 


*Substitutes for Julius Moses. 


NEW YORK, N. Y.—Nelson Mayo im- 
proved his standing in the final round- 
robin of the annual straight-rail cham- 


pionship tournament of the American 
Amateur Billiard Association when he 
defeated M. Hirai, the Japanese play- 
er, in the tenth game of the series, by 
a score of 150 to 108. 

While the contest was not an ex- 
ceptionally brilliant one, it was in- 
teresting as there was not very much 
to choose between the two players. At 
the thirty-second inning the two play- 
ers were tied at 93. The next inning 
found Mayo getting a run of 25, the 
highest of the game, and this gave 
him a lead Hirai could not overcome, 
Hirai had a high run of 17 and aver- 
aged 214-47 to 39-47 for the winner. 


NATIONAL H. L. TO 
OPERATE CLUBS 


Meeting to Be Held Shortly 
for the Purpose of Drawing 
Schedule and Naming Clubs 


MONTREAL, Que. — That the Na- 
tional Hockey League will have a 
championship race this winter is as- 
sured, following the holding of the 
annual meeting of that organization in 
this city last Saturday evening. Frank 
Calder, president of the organization, 


was in the chair and seemed to Be 
quite optimistic over the outlook for 
1918-19. 

Owing to the fact that there was not 
a full attendance at the annual meet- 
ing, the question as to a champion- 
ship schedule and number of teams 
that will compete this winter was left 
for another meeting, which will be 
held as soon as possible. 

That at least three clubs will com- 
pete waS definitely decided*at the an- 
nual meeting. The clubs sure to take 
part are Ottawa, Toronto and the 
Canadians. There is alsg a strong 
possibility that Quebec may be repre- 
sented by a team, as Percy Quinn has 
bought that franchise and he may de- 
cide to operate it in this league. 

The Toronto Arena Company, which 
operated the team that won the cham- 
pionship last year in a play-off with 
the Canadians, was given a franchise 
for the current year. 


WASTE-SAVING ORGANIZED 
United, Press via The Christian Science 
Monitor Leased Wires 
WASHINGTON, D. C.—B. M. Ba- 
ruch, of the: War Industries Board, on 
Wednesday announced the organiza- 
tion of a war prison labor and na- 
tional waste reclamation section, with 
Hugh Frayne as its executive. The 
purpose of this organization is to es- 
tablish a national salvage system in 


order to speed up the collection of: 


waste material. 


HEADQUARTERS TO. | 


NEW HAMPSHIRE 


HAVE STRONG TEAM!” > “DEBT IS SMALL 


sented by Eleven Composed of 
Former College and Semi- Pro- 
fessional Stars—Start Saturday |. 


* ' 
+ 


Specially for The Christian Science Monitor 

BOSTON, 
nearly 25 candidates out for the head- 
quarters’ football team of the first 
naval district, and some exceptionally 
g00d material included in this number, 
the prospects for a successful season 
on the gridiron are very promising. 
according to the authorities in charg> 
of ther sport at, the Little Building. 
Daily practice isthe rule, and each 
afternoon the squad works out on Bos- 
ton Common under the direction of J. 
K. Cannell, captain of the team and 
a member of last season’s eleven, and 
Paymaster M, S. Hogue, U.S.N., who 
is the officer handling athletics at the 
headquarters station. 

With such players as John Lowney, 
former Colby star in the fullback po- 
sition, and Captain Cannell, who is a 
former Dartmouth player,and RBrench, 
in the halfback positions, an excced- 
ingly fast backfield is expected to 


develop. Lowney is a good plunger 


and a remarkable broken-field runner 
and is expected to cause considerable 
trouble to those guarding the oppos- 
ing goal line. 

E. M. Rutherford, a former Me- 
chanic. Arts High School player, will 
probably direct the team, and so far 
this season has shown marked ability 
as a quarterback. His handling of the 
ball has been Sure and he has dis- 
played an accuracy in passing which 
is sure to prove of value to his team. 
Rutherford is also a flvet runner and 
a clever dodger gnd Coach Leary is 
confident thai che will take advantage 
of each opportunity which presents 
itself. 

A strong mre averaging 180 pounds, 
will inelude several former college 
stars and some good semi-professional 
players. Among the most promising! 
candidates for line positions are W. E. 
Lally, a member of the 1917 team and 
a former Mechanic Arts gridiron star; 
Frank Shay, a former Worcester 
Academy linesman; Lieut. C. ~ R. 
Adams, formerly on the -Brown Uni- 
versity eleven; John MacDonald of 


the Roamer A. C., and D. T. Cahill, a 


semi-professional player from Lowell. 

The center position is well filled by 
Albert Piorette, a former Everett High 
center, and! who was also selected as 
all-southern center. He makes a for- 
midable man and can also be de- 
pended upon to clear an opening for 
his back. 


R. G. Trowbridge, former Purdue 


University star, is showing up to ad- 
vantage as an end, as is also Lieut. 
J. S. Hemingway Jy., a former Yale 
University player. . Sidney Drew, a 
former member of the University of 
Maine eleven and Joseph Fitzgerald; a 


former Huntington School linesman, 


are recent additions to the squad who 
are showing promise. 

The season will be opened Saturday 
with a game against the Hingham 
Naval Training Station team, and 
weekly games are planned with the 
service teams in this district. If the 
quality of the play warrants, G. H. 
Keefe, manager of the team, states 
that games are likely to be arranged 
with the eleven from the second naval 
district at Newport, R. I., and also 
with the team from the Great Lakes 
Naval Training Station. 


satisfaction. 


complete line. 
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Holiday Time 


HATEVER else you take, you still need a Bradley. 
It gives you the snug warmth, easy freedom and 
youthful style that belong especially to outdoor fun. 


In winter you'll delight in a sturdy Bradley of wool, : 
in summer you'll slip into a silk Bradley with lots of 


Your dealer will show you all kinds of Bradleys, for all 


ages, and the scarfs, caps, hose, and gloves that match. | 
Write us for the Bradley Book No. 21, showing the 


BRADLEY KNITTING CO. 


Delavan, Wis. 


Mass.—With a squad of} 


4 Rcdlsiver s Book Shows Obliga- 
Little Building Will Be Repee: he 


tion of Only $1,541,000 on the 
First « of September of 1918 


Spegial to The Christian Science Monitor 

CONCORD, N. H.—mThe recent 
achievement of the State of Connecti- 
cut in ‘paying off if entire debt calls 
attention to the possibility of New 
Hampshire, doing the same’as soon as 
the extraordinary expenses caused by 
the war become no longer necessary. 
Inquiry by a representative of The 
Christian Scieuce Monitor of John W. 
Plummer, State Treasurer, brought 
out the. information that the state 


debt on Sept. 1 was only $1,541,000, 
which is oné of the smallest debts 
among the states. 

Mr. Plummer’s books show that the 
debt on Sept. 1, 1917, was $1,431,000 
and that the increase during the year 
was $110,000. There would, however, 
have been a decrease of $211,000 in- 
stead of an increase had it not been 
for the money spent under the military 
acts of the last Legislature and for 
the increased expenses of the mainte- 
nance of state institutions caused by 
the war. 

The receipts last year were $4,500,- 
000. The State made a bond issue of 
$500,000 for war work which was 
floated at 4% per cent interest with 
a, premium of $12,515, which, Mr. Plum- 
mer said, was the most advantageous 
loan sale during the year made by any 
State or city. Mr. Plummer and the 
financial authorities of the “state gov- 
ernment feel that additional revenue 
will be needed during the next 10 
years in order that the State may 
properly maintain its institutions and 
gradually pay off its debt. 

The state tax during the past few 
years has been only $750,000 a year. 
The other money comes from taxes 
and licenses of various kinds on in- 
heritances, insurance, savings banks 
and motor vehicles. The matter of an 
income tax, which was proposed gome 
time ago, has been abandoned because 
the federal government has entered 
the income tax field so completely. An 
increase in the state tax is considered 
advisable and will doubtless be pro- 
posed to the next Legislature. 


CONTINGENT FEE 
AGENTS AGAIN BUSY 


United Press via The Christian Science 
.¥Monitor Leased: Wires 


WASHINGTON, D. C.—Contingent- 
fee agents again are operating in 
Washington, according to the reports 
}reaching the Railroad Administration. 
A number of bureaux of organizations 
have begun to advertise that they can 


obtain special permits’ from the Rail- 
road..Administration for the shipment 
of lumber to points north of the Ohio 
and east of the Mississippi rivers, as 
restrictions have been placed upon 
Shipments to these destinations. 

Railroad Administration officials an- 
nounced that hereafter representa- 
tives of such agencies will be recog- 
‘nized only as messengers in deliver- 
ing applications to the railroad offices 
for permits. 


RULING AGAINST _ 
DISCRIMINATION 


Interstate Commerce Commission 
Asserts Authority to Alter 
Freight Rates| Made by the 


Director-General of Railways 


WASHINGTON, D. C.—The Inter- 
state Commerce Commission on Thurs- 
day asserted its authority to alter 
railroad freight rates initiated by the 
Director-General of Railways, even 
without affirmative showing that they 
were wrong, and announced that as-. 
sumption that such rates were pre- 
sumed to be right and just was in- 
correct. 

The pronouncement was a decision 
written by Commissioner MeChord,; 
finding for the complainants in the 
case of the Willamette Valley Lumber- 
men’s Association against the South- 
én Pacific and others. The complain- 
ants operate logging and lumber mills 
in the Willamette valley in Oregon, 
Selling their products in Montana, 
Wyoming, the Dakotas, Nebraska, Min- 
nesota, Wisconsin, Michigan and west- 
ern Canada. Mills in the vicinity of 
Portland, Ore., and on the Pacific 
coast, manufacturing the same kind 
and grades of lumber, have access to 
the same markets at a through joint 
Yate materially lower than the combi- 
nation of rates quoted from Willam- 
ette Valley Mills, which have to pay 
local rates to Portland and then the 
Pacific coast group rate. The recent 
general increase of 25 per cent in 
freight rates increased the difficulties 
of the Willamette Valley Mills. 

The commission holds that such 
discrimination in favor of shippers on 
their own lines by carriers is unlaw- 
ful and the railroad defendants are 
ordered to establish joint through 
rates from Willamette Valley Mills to 
territories taking a 40 eent rate from 
Portland, which shall not exceed the 
rates from the coast group, including 
Portland. 


WOMEN TO TAKE WAR 
CENSUS OF ATLANTA 


Special to The Christian Science Monitor 
from its Southern Bureau 

ATLANTA, Ga.—The first step in 
the United War Work campaign in 
Atlanta will be the taking of a census 
of the city on Friday by volunteer 
women workers. Preliminary organ- | 
ization of these workers was com- 
pleted at a meeting on the roof gar- 
den of the Capital City Club on Mon- 
day. The plan of:organization pro- 
vides for one general chairman, ten 
associate chairmen, 100 vice chairmen, 
1000 division chairmen, and 1000 cen- 
sus teams of five members each: who 
will work under the division chair- 
men. 

The city has been divided into 1000 
sections, and each division chairman 
will be provided with a map of the 
section to be canvassed by her team. 
No money is to be solicited by these 
workers, and no questions will be 
asked except the number and names 
of children under 20 years old. The 
census in the colored sections will be 
taken in a similar manner by an or- 
ganization of Negroes. 

This census will be used in future 
Liberty Loan, Red Cross, and other 


patriotic campaigns, 


. Cleanliness. 


be wholesome. 


‘to a beautiful skin. The. 


Sold only in 
convenient, 
Sanitary sifter- 
ES. cans for 
‘individual use. 
“More econom- 
~ {eal than soap. 


Tenves tiie Skin. White and’ Daiaty 


TRUE self-respect is fundamental—and the 
first step toward respectability is perfect 


Few toilet soaps do little more than 
clean the surface, yet it is the pores that must 
be freed of waste and grime before the skin can 


| Bath and Toilet Powder 
‘is both a delightful ‘toilet requisite and a wonderful aid 


daintily scented lather cleans¢s the pores. 
‘ing properties leave the skin pure and wholesome. 


BO-RAXO in your bath zr 


pure Borax in its creamy, 
And its cleans- 
Test 


At All, 


Dealers 


In two sizes 
‘15e and 80c 
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BUSINESS. FINANCE AND 


INVESTMENTS . 


CONTROL PLANS 


Entente Allies to Keep a Tight 
Rein on Wool Supplies After 
Peace—Stocks of the Staple 


Are Piling Up in Australia 


NEW YORK, N. Y.—Interesting and. 
important views o* conditions in the 
textile industry in England and France 
and the far-reaching effects of devel- 
opments to the manufacturers of the 


United States are contained in an in- 


terview with C. A. Franklin, sec- 
retary of the exporters’ committee, a 
British war service board handling 


British and colonial wool, of Bradford } 
and London, England, published,jn the 
Daily News Record. 

According to Mr. Franklin it has 
been decided that the Central Powers 
are to be cut off from supplies of raw 
materials until such time as Belgium 
and France have been resuscitated. 
Anything short of this would simply 
mean that Germany would find a way 
to hoodwink the rest of the world into 
buying products of German manufac- 
ture, although they might not appear 
to originate from that source. Ger- 
many would be expected, if she could 
secure the wool, produce the yarn or 
even go so far as to weave the cloth, 
to send it into Holland, for instance, 
to be finished, and from Holland the 
cloth would go out to some one of the 
world’s markets without the slightest 
mark of its actual origin. This would 
be a simple matter, it is contended. 

Steps already taken provide for the 
continued world domination of wool 
fibers by the Entente Allies. England 
is recognized as the world wool power. 
She controls the New Zealand and 
Australian product and is today pro- 
ducing wool faster than it is being 
consumed. All of the Allies are in 
accord in regard to the position of 
woo] in the reconstruction period to 
come with peace. It is a part of this 
international agreement that’ the 
United States should have an undis- 
puted field in South America. South 
Africa is now accounted for through 
the agreement just made between Eng- 
land and Japan whereby the latter will 
take Australian staple in lieu of South 
African. This takes care of a possible 
leak of wool to Germany. 

England plans to provide for the 
seizure of those interned vessels, in 
ports where Germany is known to 
have stocks of wool already acquired, 
and these boats will be among the first 
taken in an attempt to balance the 
score which has been computed 
against the German submarines. 

The Entente Allies propose to con- 
trol all raw materials, including wool, 
for at least a year after peace is de- 
clared. England will continue to re- 
lease wools to the United States for 
government use at approximately the 
issue price to her own manufacturers. 
It is further practically assured that 
England will allow the United States 
to have such Australian wools for 
civilian needs as the situation war- 
rants, but probably upon the under- 
standing that the United States fur- 
nishes her own shipping facilities. 
The basis and plans for the release 
of this wool for civilian uses are 
now being considered. It is possible 
that allotments will be made to cach 
one of the allied powers in accord- 
ance with their respective consump- 
tion. A certain quantity may be.set 
apart to be sold at an international 
. auction. 

United States wool prices are 
greatly inflated. It will, undoubtedly, 
hasten the’ return of more nearly 
normal conditions when a common 
level with English values is reached 
in the United States. Developments 
are likely to occur, says Mr. Frank- 
lin, which will tend to reduce United 
States wool values more nearly to 
the English level. United States wool 
growers, undoubtedly, feel themselves 
in a secure position presupposing 
that the government will requisition 
the new clip, but it is doubtful that 
this step will be taken. If the United 
States Government does not take the 
fine territory wools and permits them 
to be offered for sale, it is evident that 
' they must, in the event of peace, re- 
adjust their position to a scale of 
values more nearly on a parity with 
the English basis. The British Gov- 
ernment has bought much of its wool 
at 1914 prices plus 55 per cent, and 
these are low rates compared with 
the July 30, 1917, prices of the United 
States Government. 

Australian stocks of wool are rap- 
idly accumulating: By September, 
1919, there will be on hand in Aus- 
tralia three complete clips, the wool 
being produced faster than it is con- 
sumed. 


RAILWAY EARNINGS 


INTERBOROUGH RAPID TRANSIT 


August— 1918 Increase 
Gross oper-rev ...... $3,031,057 $106,021. 
Net oper rev ......+- 1,176,775 296,757 
Oper income ........ 848,897 *378,225 

890,311 *377,179 
1,336,612 *181,352 
70,763 519,958 


$6,259,046 


. 


$422,708 


Net corp income ... 217,268 *683, 715 


*Decrease. 
HENDEE MANUFACTURING CO.. 
BOSTON, Mass.—The annual report 
of the Hendee Manu g Com- 
year. Aug. 31 
$740 691, as. compared 
1917 bglance of 


N 


So 
So 


Lib 3%s 
Lib Ist 4s 


Lib Ist 4%s 
Lib 2d 4%s 
Lib 3d 4\%s 


Am For Sec 5s 

Anglo-French 5s .. 
City of Bordeaux 6s 99% 
City of Lyons 6s... 
City of. Marseilles 6s 99% 
City of Paris 6s.... 
French Rep 5%%s.. 
Un King 5%s’19 nw 100% 100% 
Un King 5% 1921... 


N 

North Butte 

Old Dominion 

Osceola 

Pond Creek 

Shannon 

Swift & Co ...... ebvence 
United Fruit 

United Shoe 

U S Smelting 


Butte 
Caledonia 
Calumet "& Jer 
Canada Cop 
Cash Boy 
Chev Motors 
Cons Arizona 
Cosden & Co 


| NEW YORK STOCKS 


Thursday's Market 
ore High Low Close 
6 68% 


\Beth Steel B.... 
BR 


Cen Leather .... 
Ches & Ohio .... 
C Mee StF .... 
Chi, RI & Pac .. 


Corn Products .... 
Crucible Steel .... 
Cuba Cane 

Cuba Cane pfd .. 
Erie 

Gen Electric 

Gen Motors 


Inspiration 

Int M M pfd .... 
Kennecott 

Max Motor 

Mex 
Midvale 

Mo Pac ctfs‘.... 


Pet 


Y Central 


NYNHEH.... 
No. Pacific 
Penn 


ng 
Rep I & Steel .... 


Pacific 
Railway 


Studebaker 
Texas Co 


U S Steel pfd .... 
‘Utah Copper 
Western Union 
Westinghouse 
Willys-Over 
Total sales 


712,500 shares. 


LIBERTY BONDS 
High 
99.80 
97.30 
97.16 
97.38 . 
$7.12 
97.24 


FOREIGN BONDS 
Open High 
98% 
95% 
99% 
99% 
99% 
98% 
102% 


.99% 


98 
102% 


96% 96% 97% 


BOSTON STOCKS 


(Thursday’s Closing Prices) 
Adv Dec 
1 


Ye 


Am Zinc pfd 
Arizona Com 
AG&wi 
Booth Fish 
Boston Elev 
Boston & Me. 
Butte & Sup w» 
Cal & Ariz 
Cal & Hecla 
Copper Range 
Davis Daly 
Sast Butte 
Fairbanks 
Granby 
yreene-Can 

I Creek com 
Isle Royale 
Lake 

Mass Elec pfd 
Mass Gas 


*New York quotation. 


NEW YORK CURB 


(Thursday’s Market) 


A BC Metal 
Aetna Explos 
Barnett O & G 
Big Ledge 
Boston & Mont 


Detroit 


Goldfield Cons 

Green Monster 

Hecla Mining 

Houston Of! 

Howe Sound 

Island Oil 

Jerome Verde Pines éos wade et 


Sinclair Gulf 
Standard Motor 
Stanton 


Texas Co Rts...... 
do new stock . 

United Motors . 

Un Vi r ‘Ext * *e 


BANK. OF ENGLAND RATE 


e LONDON, Mociand 73s Bank of | 


ia | Amoskeag, 


-|Lawrence Mfg. Co. 


LOCOMOTIVE. COS.’ 
“OUTLOOK BRIGHT 


These Concerns Expect Profit of 
7. Per Cent From Railroad 


Administration Contracts 


| NEW YORK, N. Y.—It is generally 
estimated locomotive companies will 
make an operating profit of about 7 
per cent on the Railroad Administra- 
tion contracts. This means that 
the American Locomotive Company 
should show .a gross profit of nearly 
$10,000,000 in the fiscal year which 
began July 1 last. 

Excess profits taxes may reduce 
this appreciably, but it appears likely 
that the company will, in-the current 
year,.at least equal'last year’s show- 
ing, reporting about $17 a share on 
the common ¢tock. 

In recent years the concern has 
completely wiped out its note indebt- 
edness, which in the past had proved 
unfavorable to earnings. On June 30, 
1913, its note issue stood at $8,745,000. 
Today it stands at zero. This means 
a big interest saving annually. 

Liquidation of the automobile busi- 
ness, which caused the company a 
deficit of about $1,000,000 a year, also 
leaves profits for the stock from man- 
ufacture of railway motive power. 
These losses represented nearly $4 
a year on the common. 

Two other important factors are 
making for future prosperity for the 
company. It has been able to sell 
two plants which had proved unre- 
munerative and burdensome. Also it 
has recently acquired valuable new 


| plants for the manufacture of steel 


and parts formerly pur- 
chased from other manufacturing 
concerns. This has already proved 
of great benefit and is likely to prove 
more so. 

As regards the future the entire 
equipment trade is optimistic. There 
is no question that there is a shortage 


castings 


.|Of railroad equipment of world-wide 


extent and the end of the war will 
probably find the plants of this coun- 
try best prepared to take advantage 
of the opportunity. American Loco- 
motive completed all its war orders 
some time ago and amortized its mu- 
nitions plants and equipment. It is 
now entirely on a peace basis. 


PHILIPPINE LOAN 
SUBSCRIPTIONS 


NEW YORK,. N. Y.—People of the 
Philippines have gone over the top in 
the fourth Liberty Loan to the extent 
of more than 200 per cent of their 
quota, according to advices received 
by the New York agency of-the Phil- 
ippine National Bank. The total sub- 
scription from the islands was $12,- 
123,800. The names represent almost 
every nationality, Chinese, Japanese 
and Spanish predominating. 


UNLISTED STOCKS 


Reported by Philip M. Tucker, Boston 
MILL STOCKS 


a 


com. 


Amoskeag, pfd. 


__| Arlington Mills 


Bates 

Border City 
Brookside Mills 
Chariton Mills 
Columbus Mfg. Co. 
Dartmouth Mfg., com. 
Dwight 

Everett 

Farr Alpaca 

Flint Mills 
Hamilton Mfg. 
Hamilton Woolen 
King Philip Mills 
Lancaster Mills 
Lanett Cotton Mills 


Lincoln 

Lyman Mills 
Manomet Mills 
Mass. Cotton Mills 
Mass. Mills in Ga. 


"| Merrimack Mfg. Co. 


PUN, . cv edscooses bas 
Nashua Mfg. Co. 
Naumkeag 


_ | Nonquitt 


Pacific 

Pepperell 

Sagamore Mfg. 

Salmon Falls, com. 

Sharp Mfg., com. 

Sharp Mfg., pfd. 

Tremont & Suffolk 

Union Cotton Mfg. Co. .. 

Wamsutta Mills 

West Point Mfg. Co. 

MISCELLANEOUS 

American Glue, com.. 

American Mfg. com. 

American Mfg. pfd. 

Chapman Valve, pfd. 

Draper Corp’n 

Greenfield Tap & Die, com. 

Heywood Bros. & Wake- 
field, com 

Heywood Bros. 
field, pfd. 

Plymouth Cordage 

Saco-Lowell Shops, com... 

Hood Rubber, com. 

Hood Rubber, pfd. 


*Ex-dividend. \ 


eseeeeevece @aeeeeeeveaae 


& Wake- 


PHILADELPHIA STOCKS 
PHILADELPPIA, Pa. — Quotations 


stock exchange here Thursday were: 
Cramp Ship 77, Elec Stor Bat 55, Gen- 
eral Asphalt com 34%, Lehigh Nav 
70%, Lake Superior 17, Phila Co 33, 
Phila Co. pfd 36, Phila Elec 25, Phila 
Rap Tr 27%, Union Tract 40, United 
Gas Imp 69%. 


SEPTEMBER OIL RECEIPTS 


OIL. CITY, Pa.—The receipts of 
crude petroleum from the well by the 


gated 10,998,283 bbls. for September, 
the daily average being 366,609 bbis., 
according to the Derrick.~ This is a 


with. the preceding month.. 


EGYPT'S COTTON PROSPECTS 
NEW YORK, °N. Y.—The area 
; aacpoen te Fexn: is about 


soo last y Weath girs Telsatg 

i eather is favorable, |. 
ogi 

=e = smaller than last 


of decreased acreage, 


-|Los Angeles, Cal.—C. H. Baker; 


of some of the leading issues on the D 


lines of KanSas and Oklahoma aggre* 


decrease of 385,780 bbis.; Reet 


[PEACE TALK AND 


NEW YORK, N. Y.—The Iron Age 
Says: The discussion of peace, while 
it has not abated in the slightest 
desree the goyernment pressure for 
the fullest production of iron and 
steel, has caused a widespread can- 
vass of factors in the coming read- 
justment. : The need is recognized for 
keeping up some form of government 
control in the transition to reduce the 
period of unsettlement and guard the 
market against abrupt changes. 

Throughout the trade there is a 
feeling that heavy war demands are 
yet to be made upon every ‘facility of 
production, and that is still the dom- 
inant view. cc 

The quieting effect of peace talk 
has been noticed particularly in the 
markets for pig iron, scrap and fer- 
ro-alloys, all of which have, until 
lately, shown more freedom of action 
than finished steel. 

Some pig-iron sellers are protect- 
ing themselves by the proviso that 
unless changed by government action 
the present prices shal] apply on all 
iron delivered under the contract. 
Thus, if the war ended suddenly, and 
the controlled-price policy were ter- 


would continue to be the basis of set- 
tlement. Consumers have not taken 
kindly to these riders in the case of 
allocated iron. 


PRICE COURSE FOR 


Fluctuations were very irregular 
yesterday on the New York Stock 
Exchange. There were sharp declines 
in some groups of securities and good 
advances in others at the same time. 
There was no general price trend for 
any group. For instance, Union Pacific 
closed with a net loss of 1%, while 
Southern Pacific had a net gain of % 
for the session. Chesapeake was off 
% at the close, and Atchison lost 1%. 
Bethlehem Steel showed a net gain of 
214, while American Car & Foundry 
dropped a good fraction. Mexican 
Petroleum recorded a net gain of 4%, 
while Texas Company closed with a 
net loss of %. Net losses of a point 
or more were recorded by Maxwell 
and Western Union. 

On the Boston exchange American 
Telephone and United Fruit-each had 
a net loss of a point. Pufita Sugar 
gained 1% and Stewart 1%. 


SHOE BUYERS © 


Compiled for The Christian Science 
Monitor, Oct. 24 


Among tbe boot and shoe dealers 
and leather buyers in Boston are the 


following: 

Chicago—J. Schamhl 
logue House; Essex. 

Chicago—J. H. Wickman, of Smith, Wal- 
lace Shoe Co.; Lenox. 

Chicago—Thomas Webster and O. G. An- 
derson of Sears, Roebuck & Co.; Cop- 
ley Plaza 

Cienfuegos, Cuba—G. Vizoso; U. S. 

Cleveland, O.—Samuel Wilkinson of The 
May Co. 

Havana, Cuba—L. Majares; U. S. 

Havan , Cuba—T. Rodriquez; U. S. 

Havana, Cuba—Manuel Mallo of Fernan- 
ders Valden & Co.; U. S&. 

Kansas City, Mo.—H. R. Barton, of Mc- 
Elwain, Barton Shoe Co.; Tour. 


of Chicago Cata- 


Tour. 

Macon, Ga.—E. A. Waxelbaum of Waxel- 
baum & Bro.; Lenox. 

New Britain, Conn.—Charles Moss; U. S. 

New York City—W. A. Bowman of 
Charlies Williams Stores; 21 Columbia 
St. . 

New York—Frank M. Bedell; 

New York—A. Goldstein; U. S. 

New York—H. E. Smith, of N. a & 
Co.; Boston City Club. 

New York—T. J. Murphy of. Perry, rune 
& Co.; Essex. 

Philadelphia—A. Davidson; U. S. 


U. S. 


* | Philadelphia—W. A. Tompkins, of Turner, 


Tompkins Shoe Co.; U. S. 
Philadelphia—M. J. Schwartz : 
Philadelphia—J. Divac; U. S. 
San Francisco—W. Kaufman, of Sommer 

& Kaufman; Tour. 

San Francisco—H. Cullinant, of Bucking- 
ham & Hecht; U. 8S. 
St. Paul, Minn.—J. E. Rounds of Foote 

Schulze & Co.; Parker. 


LEATHER BUYERS 


Bergen, Norway—M. F. Christensen, of 
Bergens Skofabrik Co.; Essex. 


The Christian Science Monitor is on file 


U. 8. 


Association, 166 Essex Street, Boston. 


COTTON MARKET 


(Reported by Richardson, Hill & Co.) 
NEW YORK, N. Y.—Cotton prices 
here Thursday ranged: 


Last 
High Low sale 
30.67 30.40 30.57 
29.56 29.15 29.38 
28.94 28.54 28.77 
28.58 28.20 28.41 
28.35 27.92 28.22 


Open 
7 


(Special to The Christian Science Moni- 
tor from the New Orleans Cotton Ex- 
change via Richardson, eae & Co.'s pri- 
vate wire.) 

NEW ORLEANS, a Dotto prices 


here Thursday ranged: 

Last 
sale 
29.49 
28.09 
27.54 


High Low 
29.49 29.00 
28.28 27.97 
27.83 27.54 
27.60 27.29 


FINANCIAL NOTES 


‘The first fabricated steel 
launched, the 5500-ton freighter Aga- 
wam, .built by the Submarine Boat 
Corporation, is now ready for service. 

Five-ton and 10-ton artillery trac- 
tors are in quantity production of ap- 
proximately 500 of each type per 
month, and production is steadily 
increasing. 


ZINC AND LEAD ORE 
JOPLIN, Mo.—High-grade zinc ore 
is unchanged at $75 and second-grade 
at $50. Shipments were smaller last 
week, Lead ore is steady at $100 a 
ton. 


CITY OF BONDS 
PHILADELPHIA, Pa.—Mayor 
Smith will receive bids until Nov. 18 
for $7,000,000, 4% per cent, semi- 


SnnUa, 30-year mnpripense bonds. 


THE STEEL TRADE 


27.50 


ship | 


ie 


minated, the prices now prevailing ; 


STOCKS IS UNEVEN] 


that the power of fixing rat 


BRITISH METALS 


at the rooms of the Shoe and Leather |_ oct. 


I 


PEOPLES’ GAS 
COURT VICTORY 


About $11,000,000 in Rebates 
Held Against This Concern 
Are Nullified by a. Decision 


NEW YORK, N. Y.—The decision of 
the Illinois Supreme Court that the 
legislative act of 1905, granting the 
city of Chicago the right to establish 
gas rates by ordinance, is unconsti- 
tutional, is considered a victory for 
the Peoples Gas Light & Coke Com- 
pany. It means $11,000,000 rebate 
claims are nullified. 

The litigation on this point has 
been in process a number of years. 
It was originated in 1911, following 
the adoption of a sliding scale of. rates 
for gas by the Chicago City Council 
July 18 of that year. The company 
obtained a restraining order from the 
Circuit Court which fixed a flat rate 
of 80 cents. The rate fixed by the city 
was 75 cents for the first year, 70 for 
the second and third years and 68 for 
the fourth and fifth years. 

The city of Chicago has been ques- 
tioning the right of the company to 
charge higher rates for several years 
and recently the Municipal Court of 
Chicago decided a consumer, who 
brought individual action, should have 
the difference between rates estab- 


. 


+ 


brought against recent increase 
gas rates granted by the Illinois Util- 
ity Commission. This commission 
granted an increase of 27% per. cént 
from 70 to 891% .cents, for one yeah to 
Aug. 1, 1919. 

The decision undoubtedly means 
S$ vested 
in the commission, so that the city’s 
claim of the right to fix rates would 
also be void in the present litigation. 
This rate increase is expected to bring 
$4,500,000 additional revenue annually. 

The action of the Supreme Court is 
expected to go a long way in cleaning 
up various legal tangles in which the 
company has been involved for sev- 
eral years, 


GENERAL MOTORS’ 
NEW ACQUISITIONS 


BOSTON, Mass.—The General Motors 
Company has purchased the McLaugh- 
lin Carriage Company, McLaughlin 
Motor Company and the Chevrolet 
Motor Company of Canada. Control 
of the McLaughlin, which manufac- 
tures the Buick car in Canada, has 
been with General Motors, and con- 
trol of the Canadian Chevrolet Com- 
pany has always been with the 
Durant-du Pont forces. It is under- 
stood that the entire interests ef all 
three companies, including the exten- 
sive plants at Oshawa, Ontario, and 
all branch houses throughout the Do- 
minion, will be taken over as of Nov. 
1, and from then on will be operated 
as divisions of the parent company. 


PROTECTION PLAN 


LONDON, England—Final arrange- 
ments for the formation of the Brit- 
ish Metals Corporation were com- 
pleted Thursday. It will have a capi- 
tal of £5,000,000 and develop and 
finance British non-ferrous metals 
Its purpose is to prevent fresh Ger- 
man encroachment after the war. The 
establishment of a new French com- 
pany along similar lines with a capi- 
tal of 50,000,000 francs is impending. 
It is expected that American and Bel- 
gian interests will take similar action. 


CHICAGO BOARD 
(Thursday’s Market) 
(Reported by C. F. & G. W. Eddy, Inc.) 

Low Close 
1.32 1.32 
1.24% 
1.20% 


69% 
68% 
68% 


Oats— 

-70% 
6956 
.693 


Nov. 
Dec. 
Pork— 


34.10 34.10 34.00 


veges 
22.97 23.02 22.70 


BANK OF ENGLAND REPORT 


LONDON, England—The weekly 
statement of the Bank of England 
shows these changes: Total reserve 
£ 28,462,000, decreased £188,000; cir- 
culation, £63,396,000, increased “£ 400.- 
000; bullion £73,408,000, increased 
£212,000; other securities, ,£95,380,- 
000, decreased £1,236,000; Other de- 
posits £120,131,000, decreased £13,- 
533,000; public deposits £32,043,000, 
decreased £2,218,000; government 
securities £45,991,000, decreased £14,- 


5 


DIVIDENDS 


The Lincoln National Bank of New 
York has declared the regular quar- 
terly dividend of 2% per cent, payable 
Nov. 1. 

The Virginia Coal & Coke Company 
has declared a dividend of 6 per cent, 
payable Dec. 6 to stock of record 
Nov. 15. : 


The American Linen Company has 
declared its regular quarterly divi- 
dend of 5 per cent, payable Nov. 1 to 
stock of record Oct. 23. 


- The Pennsylvania Coal & Coke Cor- 
poration has declared the regular 
quarterly dividend of $1 and an extra 
of 50 cents, payable Nov. 11. 


The Amparo Mining Company has 
declared the regular quarterly divi- 
dend of 3 per cent and an extra divi- 
dend of 1 per cent, payable Nov. 9. 

The Lehigh Coal & Navigation Com- 
pany hag declared the regular quar- 
terly dividend of 2 per cent, payable 
Nov. 20 to holders of record Oct. 31. 

The Weetamoe Mills declared a 
quarterly dividend of $6 a share, pay- 


able Nov. 1 to stock of record Oct. 23. 
Three months ago $10 was declared. 

The Troy Cotton & Woolen Manu- | 
terly dividend of 5 per cent, payable | 
Nov. 1 to stockholders of record Oct. 
22. 

The directors of the Greene-Cananea 
Copper Company have declared the 
usual quarterly dividend of $2 a share, 
payable Nov. 25 to stock of record 
Nov. 8. 

The trustees of the Massachusetts 
Gas Companies have declared their 
regular semi-annual dividend of $2 a 


share, payable Dec. 1 to stock of rec- 
ord Nov. 15. 


extra dividend of 2 per cent and the | 
regular semi-annual dividend of 5 per 
cent, payable Nov. 1. 

The Norfolk & Western Railroad 
Company has declared the usual quar- 
terly dividend of 1% per cent on its 
common stock, payable Dec. 19 to 
stock of record Nov. 30. 


‘thing except the Tzar ruble, 


quarterly dividend of 2% per cent on 
the A and B common shares, payable } 
Jan. 2 to stock of record Dec. 16. 


an extra dividend of 1 per cent, in 
addition to the usual quarterly divi- 
dend of 2% per cent, both payable 
Dec. 2 to stock of record Oct. 31. 

The Sagamore Manufacturing Com- 
pany has declared the quarterly divi- 
dend of $15 a share, payable Nov. 1 to 
stock of record Oct. 23. A similar dec- 
laration was made three months ago. 

The Standard Oil Company of In- 
diana has declared its regular quar- 
terly dividend of 3 per cent and the 
usual extra quarterly dividend of 3 per 
cent, payable Nov. 30 to stock of record 
Nov. 4. 

The American Brass Company has 
declared the regular quarterly divi- 
dend of 1% per cent and an extra divi- 
dend of 3% per cent, payable Nov. 15 
to stock of record Oct. 31. This dis- 
tribution was the same as in the last 
quarter. - 

The OntaFio Steel Products Com- 
pany has declared its regular quar- 
terly dividend of 1% per cent, and a 
dividend of % of 1 per cent on account 
of back dividends on the preferred 
stock, payable Nov. 15 to stock of rec- 
ord Oct. 31. 

The Ontario Steel Products Com- 
pany has declared the regular quar- 
terly dividend of 1% per cent and a 
dividend of % of 1 per cent on account 
of back dividends on the preferred 
stock, payable Nov. 15 to stock of 
record Oct. 31. 

The Harmony Mills declared a regu- 
lar quarterly dividend of 1% per cent 
on the preferred stock, payable Nov. 
1 to stock of record Oct. 24, and the 
regular quarterly dividend of 2 per 
cent on the common stock, payable 
Nov. 1 to stock of record Oct. 24. 

The Houghton County Electric Light 
Company has declared a semi-annual 
dividend of 75 cents a share or at the 
annual rate of 6 per cent on the pre- 
ferred stock and 62% cents or at the 
annual rate of 5 per cent on the com- 
mon stock, both payable Nov. 1 to 
stock of record Oct. 26. 


LOW LEVEL FOR 


RUSSIAN RUBLES 


Depreciation in Russian Currency 
Offers Difficulties in Occupied 
Portion of Russian Poland— 
Great Variety in Circulation 


NEW YORK, N. Y.—The United 
States commercial attaché at The 
Hague reports that ruble currency at 
Lodz in Poland has dropped from 2.16 
marks (par) to 1.25 marks, and in 
neutral countries like Denmark and 
Switzerland as low as‘0.70 of a mark. 

A writer in the Frankfurter Zeitung 
says grave difficulties are experienced 
in the occupied portion of Russian 
Poland by reason of the depreciation 
of Russian currency, as this money 
is legal tender for all debts dating 
from April 26, 1917. This writer 
urges Germany not to let political 
‘considerations stand in the way of 
| protecting interests of its own citi- 


factory has declared’ a regular quar-| ‘zens threatened with heavy losses. 


Germans are heavy investors in mort- 
gage and banking concerns in Lodz and 
as a group are due to be the heaviest 
losers, as their creditor may liqui- 
date old-time debts in ruble_ cur- 
rency while these concerns have to 
meet their own obligations in marks. 

According to the American com- 
mercial agent at Stockholm, the Baltic 
Provinces and Lithuania are deluged 
with all sorts of ruble currency, Tzar 
rubles, Kerensky rubles and soviet 
rubles. Wild speculation at Warsaw 


The American Exchange National | sent the rate up to 3.80 marks on the 
Bank of New York has declared an: 'ruble. Finally the population in occu- 


, pied provinces refused to take any- 
and 
when, on June 1, 1918, the German 
Government stepped in and bought up 
all the Tzar rubles at 1.25 marks per 
ruble, a rush was made to redeem 
them at this figure. At present, banks 
in Lodz which have extensive invest- 


The directors of the Bethlehem Stee! | ™°2ts in Russia are unable to receive 
Corporation have declared the usual | 


their interest payments, owing to dif- 
ficulties of communication between 
/Russia and Russian borders; and 

when these communications are fully 


The Bank of Montreal has declared | pened it is expected that an attempt 


| will be made to make these interest 
payments in ruble notes, which will 
send the rate further down. 


TEXAS COMPANY 
NEW CAPITAL PLANS 


NEW YORK, N. Y.— Action on the 
increase in the capital of the Texas 
Company will be taken by stockhold- 
ers at a special meeting to be held on 
Dec. 16. The first installment, 50 per 
cent, will be paid by stockholders on 
or before Feb. 3 next and the second 
installment of 50 per cent on or before 
May 1, 1919. On all amounts paid on 
or before Feb. 3, interest at 6 per cent 
a year will be allowed from Feb. 3 to 
June 30, 1919. On all payments made 
after Feb. 3 and on or before May l, 
1919, the same rate will be allowed 
from May 1 to Juwne30, 1919. Assignable 
warrants are to be issued, evidencing 
rights on the basis of the issue, such 
warrants to be surrendered and stock 
subscriptions to be made on or before 
the date fixed for payment of first in- 
stallment on the new stock. 


MEXICAN PETROLEUM CO. 

NEW YORK, N. Y.—The consoli- 
dated statement of the Mexican Pe- 
troleum Company, Ltd., of Delaware, 
for six months ended June 30, 1918, 
shows net profit after charges and 
war taxes of $4,752,222, equivalent 
after preferred dividends to $10.85 a 
share on $39,342,400 common stock for 
the six months. 


BIG PETROLEUM PROFITS 

NEW YORK, N. Y.—The Pan- 
American Petroleum & Transport 
Company for six months ended June 
30, 1918, shows a total profit after 
charges and war taxes of $3,396,094, 
equivalent after preferred stock divi- 
dends to $4.96 a share on $30,494,750 
common stock of $50 par for the six 
months. 


274,000. The proportion of the bank’s 
reserve to iiabilities is now 18.70 per 


week. Clearings 
banks for the week were £416,660,000 
compared with £ 456,420,000 last week 
and £354,970,000 in this week last 
year. 


MONEY AND EXCHANGE 
NEW YORK, N. Y. — Mercantile 
paper 6. 


4.72%, -commercial 60-day bills 4.72%, 
demand 4.7540, cables 4.7655. Francs, 
demand 5.48, cables 5.47. Guilders 
demand 42%, cables 42%. Lire de- 
mand 6.36, cables 6.35. Rubles, de- 
mand 13%, cables 14 nominal: 
ean dollars 77%. Government bonds 
firm; railroad bonds irregular. Time 
loans ; 60 days, 90 days and 6 
months 61 Call money strong; high 


6, low 6, ruling rate 6, closing bid ail 


HE oa last loan 6, Bank accep- 


cent compared with 17.10 per cent last | 
through London. 


Sterling 60-day bills 4.75, 
commercial 60-day bills, on banks. || 


Mexi- | 


i 


rae 


"Blue <=> =. Cie” 
High Speed 


and other 
F IRTH-STERLING 
TooL STEELS 


THe. knowledge, experience and skill of SHeEF- 
FIELD combined with the best PitrspurGH practice 
‘have made these steels a standard of QuaLity 


- wherever 


and UNIFORMITY 


NEW YORK 
CLEVELAND 


_CH ICAGO 


— —- oo 


FIRTH-STERLING 
STEEL COMPANY 
McKeesport, Pa. 


BOSTON 


Tools used 


are 


PHILADELPHIA 
PITTSBURGH 
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 an's and WOMEN’S HATS RENOVATED. 
2 re ae 108 WESTMINSTER STREET. 


: 2 “JONES'S ARCADE _ 


sy 
® ia & 


a Clothing, Hats and Furnishings for 


3 _ B6 Burgess Street, Providence, R. I. 


'  SLEANERS—DYERS—LAUNDERERS 


~ 
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CLASSIF IED ADVE 


-RTISEMENTS F ROM MANY “CITIES 


| PROV! VIDENCE, R. 1. 


% 


‘LOWELL, MASS. 


- for Women ad Misses 


The season’s newest fabrics 
and original models. 
Outlet Priced . 


$1498 to $30.50 


Gift Hints 


Frames for that picture of “the 
boy in service” from 35c to $4.75. 
Novelty candles in all colors and 
in pretty designs from 40c a 
pair up. 

Hand painted knitting needle 
protectors make a useful gift; 
50c pair. 


The Nenette and Rintintin nov- 
elty wool book marks come in 
dainty colors and are 25c each. 


MAIL ORDERS FILLED — 


a dding’s 


——— 


person AD 


tn pee 
‘Nistes = 


Rox Ladies and Gentlemen 


BROOKS’ 
RESTAURANT 
35. Westminster St., Providence, 


R. I. 


| A large assortment of patterns, that 


[Printed Cork 
LINOLEUM 


include parquet floor, tile and mat- 
ting designs, for chambers, bath or 
kitchen use; 2 "40 wide. 


$140 


Good Inlaid 
LINOLEUM 


Colors go through to the back, mak- 
ing a permanent design as long as 
the cloth lasts. An excellent selec- 
tion of patterns to choose from; 
width 2 yards. 


yee 
SEERARD 


PROVIDENCE, R. I. 
The Little Art t Shop E Exchange 
Peach and 1 conserves Jellies, “marmalades: 
nee, Crabapple, Apple. 


Lillian. J. ‘Williams Juliette Arnold 


HARTFORD, CONN. 


We are exclusive Hartford 
Agents for 


STEIN-BLOCH SMART 
CLOTHES 


givere 


The Luke Horsfall Co., Hartford 


We carry a full line of 
Groceries, Meats, Fruits, 
Vegetables 
DELIVERIES 


East to Lorraine werent. eras 
West to Farmington, 


M. J. BURNHAM 
WEST HARTFORD, CONN. 


Hanan Shoes 


FOR MEN AND WOMEN 


James Lawrence & Son 
755 MAIN | STREET 


' C. EK. BROOKS CO. 


Choice Meats, Fruit and 
Fancy Groceries 
53 Weybosset Street Phone Union 1432 
WALK-OVER SHOES 
WALK-OVER 
BOOT SHOP 
For Women 


and Men 


289 WESTMINSTER STREET, PROVIDENCE 
Buy Peirce Shoes and 


Hosiery 
If You Want the Best Moderately Priced 
THOS. F. PEIRCE & SON 
‘SULLIVAN COMPANY 


;' 159 WESTMINSTER STREET 
FINE SHOES AND HOSIERY 


For Men and Women 
BANISTERS SHOES FRED 8. FENNER 


Browning, King & Co. 


Westminster and Eddy Streets 
- PROVIDENCE, BR. I. 
“THE STORE OF THE TOWN’ 


ee cae 


*- 
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Men, Boys and Children 
_ “The Laundry That Satisfies”’ 


Qe axe ae 


Telephone Union 512 one Union 


WHAT CHE: CHEER 
LAUNDRY 


Union 4300 


Breed. | Pearl 
OR Sts. 


LEWANDOS 


187 Mathe Mathewson Street Union 907 
‘A House in Need of Paint 
a to get c 4 


H & GAN Ps Paint 
yg «owl is the best 


ARDWARE co., 
, Providence, R. I. 


“THE HEALD’ ‘HAT WORKS 


on 


LADIES’ FURNISHINGS 


ihe ee px | Hts. 


HA VEN, ‘CONN. |~ 
Pa artes 


A.L. Foster Co. 
CLOTHIERS 


27 STORES—45-55 ASYLUM STREET 


Our large buying power 
means low prices to you. 


Genuine Heath Jackets 


A Sleeveless Knitted Coat for Indoor or Outdoor 
Wear, in Attractive Heather Mixtures. 


GEMMILL BURNHAM CO., INC, 
66 ASYLUM ST., HARTFORD, CONN. 


VAN HATS 
(00 ASYLUM ST. 


DON’ DOOLITTLE 


The Flint Bruce Co. 


COMPLETE HOUSE and 
OFFICE FURNITURE 


Goods as Represented 
103 ASYLUM ST. 150 TRUMBULL ST. 


CLAPP & TREAT, Inc. 


Hardware 


Manufacturers’ and Contractors’ 
Supplies 


Sporting Goods Marine Hardware 
68 STATE STREET, HARTFORD 


BOSTON BRANCH 
‘ GROCERY. 


Quality Batables at Lowest Prices Plus Service. 
745 and 751 MAIN ST., HARTFORD, CONN. 


HOM Wolfe u 


Sage-Allen & Qo. 


DRY i a AND apa 
of Poerart Qua wi 


At Pn Prices 
| Farniture, Rugs, Sauperien, Wi Wall il Papers 


Unusual Framed Pictures 


-L. A. WILEY & SON 
732 Main St. Hartford, Conn, 


Isaac A. Allen, Jr., Inc. 
_ ~ ARCHITECTS 
904 Main Street, HARTFORD, CONN. 


COOMBS |. 
Leading Florists 


TWO STORES: 741 Main — 864 


“Weeks Finen Shop 


93 Pratt Street, HARTFORD, ~ NN, 


BEARDSLEY '\& BEARDSLEY 


INSURANCE 
670 MAIN STREET 


A Place That Is Agreeably. Different 
WARE’S SINESS MEN’S LUNCH 
86 Pearl Street a Se 


“Dy fener -Launclevers 


___House_Delivery_ 


Turner Centre Creamery 

PASTEURIZED BUTTER 
MILK EGGS 

CHEESE 
Tel. 1161 1161 


\ CREAM 
SKIMMED MILK 
BUTTBR MILK 


R. F. Uacartney Go. 


CLOTHES. FOR 
MEN AND BOYS 


72 Merrimack Street 


O 


Me Bon 


ne of Lowell’s Leading Department 
Stores 


LOWEST PRICES CONSISTENT 
WITH RELIABILITY . 


A 


Jy 


Full Line of Camisoles in Satin 
or Crepe, Lace Trimmed. 


Ladies’ Specialty Shop 


& L.. BARTER 183 Merrimack St. 


ADAMS 


Middlesex St., Near Depot 


Ladders and Step-Ladders 


WALK-OVER 
BOOT SHOP 


WALTER CLARKSON 
54 Central St., 53 Prescott St. 


Dorothy Dodd Shoes 


For Women 


20th CENTURY SHOE STORE 


88 MERRIMACK STREET 


FRASER’S, Men’s Wear 


Clothing, Furnishings, Hats and Shoes 
86-88-00 Middlesex Street 


_—— - 


LEWANDOS 


CLEANERS—DYERS—LAUNDERERS 


37 Merrimack Square 
Phone Lowell 1648 


27 


62 


Goody 


Middle 


ear Shoe Repairing Co. | 


at LUNDGREN, Proprietor 
St.—Branch Store, 22 Appleton St 


ELECTRIC SHOP 


Majestic Electric $9 Heaters for $8.35 
CENTRAL STREET Tel. 1817-Y 


St. 


MILLINERY 


HEAD & SHAW 


161 Central Street 


23 


CROWN CONFECTIONERY CO. 


Merrimack Street LOWELL 


SIF F. THORPR 
Ribbon and Millinery Shop 
127 Merrimack Street 


NEW BEDFORD 


A 


Gulf Hill 


Perfectly 
Pasteurized 


GEORGE S. TABER> 


Central Market and Grocery 


258 UNION STREET 


full line of fancy Groceries, Meats, 
Fish, Fruit and Vegetables 
EVERYTHING FOR THE TABLE 


Farm Dairy 


J. T. FERNANDES 
Proprietor 
WHOLESALE 
RETAIL 
Telephone 
_ Connection __ 


Milk 


ma 


SS” 


You 
hand colored pictures and trays with gold and 


handsome butterfly trays. 


Jeweler—-: 230 Union St., 


Gifts THAT ? 
will be pleased with our new line of 


also have some very 
Prices 55c to $5.00. 


At t. GARDNER 


New _Bed edford, Mass, 


hogany « frames. e 


Bedford St, 


Plumbing, Heating, Ventilating 
Metal Work of All Kinds 
H. MUDGE 


, Cor. Acushnet Ave., New Bedford 


BROCKTON, MASS. | 


The Children’s Store 
“Wear Things” 


BABY-TO-MISSES’ 
Headquarters for 
Dainty Baby Wear 


The Best Make 
~ ef Gloves, Hosiery, 
Corsets. Waists and Knit 
and Muslin Underwear 


at e 
WOMEN’S STORE 


EDGAR’S 


The largest department store in 
Southeastern Massachusetts. 


Our stocks are complete — our large outlet 
enables us to quote low 
popular Restaurant. 


. Brocktonh’s most 
Th rd _ Floor, 


PERKINS & R 
se _278-280 | Main Street, BROCKTON, 


Everything in Men’s Wear—Suits or 


Overcoats, Hats or Stockings. 
OLLINS CO. 
MASS. _ 


a 


ERIE, PA. 


Kelsey Millinery 


Majestic Theatre Building 


da 


We're Ready! 
Osborne, Norman & Zahniser Co. 


bpetin Pekin 
“ke 


The Government Requests that Holi- 


y Gift Shopping Be Done Now. 
Are You? 


Brie, Pa. 


The Misses Willing’s Gift Sk: 


are 
ey buffet 
711 State Street 


your needs in your home—d 
covers—bed spreads—lunch ste 


ERIE, PA. 


LL 


LYNN, MASS. 


J. 


SHOES wd Puy 
HODGKINS’ SHOE STORE 
Cc. pala. Manager. 26 Market St. 


Established 1865 - 
RS ae 


HUNTT S GRILL 


Central Ba, Ave., 16-18 


._11 Willow 8t. 


és 


Fashionable Shoes 


of good quality leather sees trlese 
GOD { : 


_ 76-88 MARKET.8T., LYNN, MASS. 


THE PYNE PRINTERY 
284 ASYLUM STREET | 


COAL: 
, Anthracite and Bituminous and Wood — 


SPRAGUE, BREED, ENS & 
NEWHALL, Inc., & ential Square. 


HARDWARE AND PAINT CO.) 


' HARRISBURG, PA. 


Our Complete Lines 
of 


READY TO WEAR 
for 
WOMEN, MISSES 
AND MEN 


Are Ready for Inspection 


Prices Mean Real Economy 


THE 
Wm. B. Schleisner Stores 


Lae 28-30-32 North Third Street 


SXOCOMACHOB 


Founded 1871 
HARRISBURG,.PA. 


Fashion’s Finest 


in 


i 
} 


| 


Women’s Apparel 
for 
Fall and Winter 


FLOWERS 


A purchase cf flowers by telephone is as 
safe as a personal purchase. 

Use the telephone when you want flowers 
for any occasioa. 


THE BERRY HILL 


Locust Street at Second 
Bell 3799-M 


REMEMBER THB 
CITY STAR LAUNDRY 


They keep your clothes clean 
Dry Cleaning and Pressing 


DETROIT, MICH. _ 
RICH, DEPENDABLE VELVETS| ~ 
for dress, su = pan In all the new Autumn 
a eoniavy an an lack Quality material— 


Her Yorte Shops, In 
Ferny ttray: ver the"Deear 


DETROIT 
244 __244 Woodward Ave., across from Grinnell’ e- 


~ HARKRADER’S 


NEW gga hah MREIN BEY SALON 
108 ton Bou! 
. (Next poet uby’s Shoe Sb op) 
The Store A STEP We Goa, 
All Exclusive Creations. opies of Our 
Models Made 
Priced With War Time Moderation 
THE RUSSEL COMPANY 
250-254 Woodwind Ave., DETROIT 
Our stock of the season's smartest models in 
Coats, Suits, Dresses, Fyrs, etc., is most com- 
plete. Our standards of style, quality and 
value will. delight the’ woman of discriminating 
taste and udgm ent. 


YOUNG MELLINERY 
10 Clifford Street 
Right Quality, Right Style, 
__.Right Hats at Right Prices 


~ VOGUE HAT SHOP — 


EXCLUSIVE MILLINERY 
2098 Woodward aArenre 
Hemlock 2985-J MRS. L. CRUXTON 


_~_ —--— 


HOLLEY-MacKAY 
Millinery 


Importers and Originators 
__183 Farmer Street Cadillac 5166-3 __ 


The Goodwin Corset Shop | 
Front lace corsets and back lace corsets 

Petticoats made to measure 

818 David Whitney ‘Building, DETROIT, 


NELLIE E. HOLIHAN 


Corsets, Undermuslins, Infants’ Wear, Etc. 
Ground Floor, WOODWARD ARCADE, Detroit. 


WILSON MILLINERY 
204 Washington Arcade. Phone Main 6235. 


CENTRAL LUNCH CLUB 
Home Baking = Cooking 
Luncheon 11 a. m. to 2. m,, acne Sundays 
8d Floor, 213 Woodward "Ave. Detroit, _ Mich. 
Groceries and Meats 


W. P. ALLEN & SON. 


THE 


MICH, 


, 


1019 North Sixth Street 
HARRISBURG, PA. | 


Furniture, Rugs & Draperies | 
of the better sort . | 


GOLDSMITH’S 


North Market Square 
HARRISBURG 


““A Different Kind of a 
Jewelry Store” 


The P. H. Caplan Co. 


Diamonds, Watches, Jewelry 
“THE LIVE STORE” “ALWAYS RELIABLE” 
: DOUTRICH’S 
HARRISBURG, PENNA. 
MANHATTAN SHIRTS | 
MUNSING UNDERWEAR 
“MONITO” HOSE 
STETSON HATS 
“Our Hats are made up to a standard 
NOT down to a price” 
POULTON the Hatter 
5 N. Third Street 
CHARLOTTE J. 
OPPERMAN 


HARRISBURG, PA, 
227 N. Second Street 
LADIES’ DUNLAP HATS 


-STECKLEY’S 
Reliable Shoes 


1220 N. Third St., Harrisburg, Pa. 


S. S. POMEROY 


Groceries and Meats 
Market’ Square 


Second and Relily 


Rex Garage & Supply Co. 


Capacity 150 Cars 


HIGH GRADE REPAIR WORK 


__1917 North Third St., HARRISBURG, PA. 


PITTSBURGH, PA: 


FRENEH SHOP 
Serviceable and Distinctive 
Ladies’ and'Children’s 
Wearing Apparel 
510 Penn Avenue 
Opposite Joseph Horne’s 
James McMillin Printing Co. 


PRINTERS OF HIGH GRADE 


CATALOGS Ww FOLDERS 


BOOKLETS LEAFLETS 
BROCHURES PRICE LISTS 
Penn Ave. and Barbeau Sts. 

Sketches Submitted 


Phone 437 Court 
INTERIOR DECORATORS 
In Bll Branches 
Churches, pant ag Wall reoe Painting 


1600 Broadway ————~Phone Locust 1260 


KUHN & BRO. CO. 


(crocers 


MEATS, FRUITS, VEGETABLES 
6100 Centre | Avenue 


DIAMONDS 


DIRECT FROM THE CUTTERS 
JOHN M. ROBERTS & SON CO, 
435-437 Market Street, PITTSBURGH, PA. 


MISS G, E, McFARLAND 
ae MILLINERY 
Second Floor Jenkins Arcade 


WILKINSBURG, PA. 


at 


THE KUHN COMPANY 


GROCERIES AND MEATS 
‘Home-made Cakes, Pies and Confections 
800 WOOD STREET Phone Franklin 180 


MERIDEN, CONN. 


“JEPSON’S. BOOKSTORE . 
¢ COLONY STREET. Books, Stationery. 


Be 2 


_ 


Saminere atten mcs ie 
and sells for cash 
of low prices, 83 Bast Main St., Me 


BARKER & FINNEGAN, 
CLOTHIERS — FURNISHERS 


2328 behanenn ~~ AVE., DETROIT, MICH. 
Hem. 159, 160 


| 751-753 Woodward Ave. _ 


| necks. 


OM 
: Went "CAROL 


’ Wemen’s Ready-to-Wear 


GROCERIBS | AND MEATS 
THEODORE M. GRAY 
Grand 3, 4. 5 or 6 
BUTTON’S GROCERY 
FRUITS AND VEGETABLES 
288 } Tuxedo Avenue emlock 
J. W. BROWNE 


Quality Meats 
2324 Woodward Avenue Hemlock 4453 


CHARLES W. WARREN & CO. 


Diamonds Pearls Jewelry 
Watches Silverware 


104-106 Washington Bovlevard. 
In icnenme. Arends Building / 


[RIGHT KAYR(O 


DETROT 


Wesllinaié. sveatn’ s at “Grand River 
THE CARTEN SHOP—Farmer St. at Grand 
River. A iovely array of the new blouses. 
georgette and crepe de chine, in high and. low 
Special values in vloves, sweaters and 
“Tiffany C’’ hosiery, « 


~BROSSY’S 


French Dyers, Cleaners 
Est. 1861 
Faded Carpets, Rugs, Drapes. Plumes, 
Garments, dyed mode shades. 
Gowns, or pies Portieres, Clothing Dry 


Clea . Write for Prices, etc. 
Works: 984. 986 Woodward Avenue, DETROIT 
Mich. at 4500 
Phone Glendale 4473 


hone Grand 
IMLAY’S 
ato ey CLEANING & DY®ING CO, 
435 GRAND RIVER AVENUE 
Goods Called For and Delivered 
RUG CLEANING 
100% clean at the 
Star Carpet Cleaning Company 
J. J, Trudell, Mgr.- 550 MT, EL eIOTT: AVE. 
ee Me Telephone Edgewood 3401-2 
CL EANING, DYEING, PRESSING 
KRALL KORRECT KLEANER 


1606. Woodward Ave., Market 6106 
1934 Grand River Ave.. Garfield 8' 872 


J. D. Candler’ Roofing Co. 


ROOFING AND SHEET 
META - one 


177-179 High Street, DETROIT, MICH, 
. Main 512-51 


DOLL REPAIR SHOP—AlIl kinds of dolls -re- 
paired, eyes reset and parts furnished: complete 
line of new dolls and doll clothing. 365 Michi- 
gan Ave., Detroit, Mich. Cherry _1026-J. 


SERV-U SHOE REPAIR > SHOP 


John R. Mess, Prop. Cad. 114 
43 State Street “We eall for and deliver 


GEORGE RIDLER 


119 Bagley Ave. MOVING and STORAGE 
SATISFACTION GUARANTEED Cherry 749 


Call Cherry 4150 


P. N. BLAND PRINTING CO. 


70 Larned Street. West. Detroit, Mich. 


554 


| MILWAUKEE, WIS. 


nat Oe 


Ne IL 


OO 


GERRETSON ‘COMPANY 
‘Milwaukee's Foremost Fashion Center’’ 
Serviceable and. distinctive Ready-to- 
Wear Apparel at prices that are 
ALWAYS modérate: 
SILKS—CORSETS—UNDERMUSLINS 
—MILLINERY — FURS — GLOVES— 


NECKWEAR—TOILET 


GOODS, ETC. 


“Clothing for Children that 


var > 


is’ Different” 
Children’s 
Shop 


(Carolyn Laird Sherman) 


204 


79 Wibcciknin Street, 


IRON BLOCK 
MILWAUKEE 


Electrical Repairing 


ON 


Machinery and Construction 


TRESTER SERVICE ELECTRIC 
COMPANY 


47 Oneida St., Brodd. 4360 


ay cota OHIO 


YING CO. 
DRY, CLEANERS -- DYERS 


oe Phones oa a , aaa 


LET Us RELIEVE MOTHER 
Short Orders” ‘ Open All Night 


Doors 

South 
Majestic 
Theater 


COLUMBUS 
The House of Smiling Service 


Going away for the week end? Got 

plenty of wash cravats, sport shirts, 

and hose? How about soft collars for 
your greater comfort? 


The. Sherman-Leachman Co. 
41 NORTH HIGH STREET 


Economy Cleaners and Dyers 


419 Van Buren 


Give you the best of service 
rates. Gentlemen are invited 


— pressed once each wee 
Phone Brodway 570 


$1.25 per mon 
Goods vealed for. 


Street 


at very reasonable 
to join onr gy we 


Vaughan Atlantic Laundry Co. 
NONE BETTER 
G. B. WHITEHILL. Manager 


Tel. _ Brodway ' 


73 


The Grace Cleaning Shop ~ 


FOR WOMEN’S WEARING APPAREL 


GRACE M. YOSS 


381 Jefferson St. 


HOSCH BROS. CQO. 
Hatters and Furriers 


92 WISCONSIN STREET 


The Columbus Dry Goods Co. 


HIGH STREET AT SPRING 
We sell the following’ articles advertised iz 
The Monitor: ASHI BAA NETS— 
KAYSER SILK GIoOV HS AND UNDERWEAR— 
ARROW COLLARS—BESTOL DENTAL CREAM 


“The Best Place ToShop.After All" 
Autumn’s Newest Models 


in Wearing Apparel for Women 
and Misses 


THE C. C. WINANS COMPANY 


Zhe 


True to Its Name 


DRY GOODS 


MOREHOUSE-MARTENS 


THE CORSET SHOP 


osiery, Silk 


Fredericka 1 Pluckham, _ 


CHARLES W. CAPPER CO. 


124 Wisconsin Street, 


Loveland Floral 


Prompt Attention to 


__ Milwaukee 


Company 


All Orders 


Lobby Railway Exchange Building 
Tel. Brodway 1251 


PRACTITIONER'S office to rent during fore- 


noon, in modern office bidg., 
convenient to all car lines. 
«_Bidg. 


Z 


centrally located, 
50, 208 M. & M 


RACINE, 


WIS. 


| "Sehroeder Dry Goods Co. 


Dependable Makes of Children’s Warm 


GLOVES and 


MITTENS 


___- 402-4 MAIN STREET, RACINE, WIS.  _ 


ZAHN DRY GOODS CO. 
’ Beautiful Silks and Velvets 


Save wool for the boys “Over There” 


Ladies’ Furnishings, Gloves, Hosiery, 
} 


Corsets, Neckwear, Underwear, etc. 
Excellent Selections at 


FRIEDMAN’S 


CINCINNA 


11, 0. 


Ladies Practice Thrift 


This Season by Purchasing 
Your Wearing Apparel at 


HANKE’S 


——— et 


\he 
wher 


Shore 16 East 


MAIN STREET, COR. 12TH 


Soldiers’ Comfort Kits 


The Smart Style Popular 


rice Store 


Schaefer's 


Fourth St 


OPPOSITE THE SINTON. 


Se 


“CINCINNATI, CORSET - COMPANY 


al 3497 
Fitting a Specia 
130-1382 West Seventh Street, 


NINES G0 aye SEES = eee 


ity 
“CINCINNATI, o. 


THE KERMIN LUNCH ROOM 


of Crisp Corn Stick Fame 
H & RACE 


yee N 
BUILDER OF GOOD 
Blymyer Building, | 


CLOTHES | 
Cincinnati 


T STORE 


Closson’s tn st., W. of Hace. Cincinnati 
THE A. B. CLOSSON JR., CO. 


THE CHARLES D., 
jewelry, watches, 


4th St., Cincinnati, 0. — 


The Ferris- Crane Printing Co. 
404 Marquette Building, Detroit, Mich. 
SERVICE is our hobby, Cad, 5578 
JOHN R. MOSS 
QUICK PRINTER 
Cadillac 114 45 State Street 
WORKS OF ART 
rs, Frames and 
AMES E. HANNA & OSs. 
206-7 David Whitney Bide., _DETROIT.__ 


eat. 2 —— 


~ BREDE & SCHROETER | 


PAINTERS AND DECORATORS 
= Adams Avenue, im West Detroit 


S with or bheane tnd Bervete®: bath; also 


APA PRTMENT HOTEL 
Watson 8 


L. M, RANSOME. , 


HAT SHOP ; 
401 David David Whitney Building a. ERP DETROIT 
BY SHOP oF GIFTS 
UNUSUAL GIFTS VERY OCCASION 
9 East aD ADAMS AVES ‘DETROIT 
CHAS. A. VITALE =” 
'. LADIES’ Fn gages 
. Latest Styles 7 Suits and Drésses 
406 Bmpire Bidg.. DETROIT. T._Maig 2927 __ 


CHARLES W. HERBST 


TA 
102 eS Detroit 


We Can Save You M 


i 


on Furniture 


: COMPANY 
Corner Michigan and = Ave., Detroit, Mich, 


LIMA, OHIO. __ 


SILKS, DRESS G00 win? RIND ACCESSORIES 


OF ryehe: 
Rugs, Dra Home Decorations— 
First t Qualite. an 


_G.E. BLUEM, _ Sid Ohi 


MILLINERY | 
GLOVER & WINTERS: Co.. 


RMSTRONG 


BAKER CO., diamonds, 
silverware, 146 E. 
Main 


STATIONERY 


clocks. 
2353. 


co. 


“PRINTERS AND STATIONERS 
9 MAIN STREET 


CANTON, 


EXCLUSIVE A AGENCY I IN < 


OHIO 


CANTON, OHIO 


Dre/sses 


Specialists in Outergarments for Women, 
Misses and Children 


__27 Market Ave. Nu 


CANTON, OHIO — 


“Kuto Tops. 


Gipsy Curtains, Door Curtains, = Seat 


_ 


_ Covers, Engige Covers, etc., made 
repaired 


W. M. SCHILLING 


State $206, 86, Bell 2992. 615-617 


Sons 8 N. B. 


AKRON, OHIO 


’ 7” 


“‘DODGE’S 


‘A FURNITURD STORE SINCB '54” 
Furniture and Curtains 


Rugs, Stoves and Dinner Ware 


_ Aeolian-Vocalion Shonceraphs 


AKRON, 


OHIO | 


-FALCH: oi BALCH ‘ i * 


THE MEN’S STORE 
‘s Furnishers, Hatters and Olothiers — 
38 E. Mill Street, pasctand OHIO. 


THE FRENCH SHOP 


shop for Women 
| 2nd Floor Cittanae Bank Bidg., Columbus, Ohfe 
Outer Garments of Distinction and 
Exclusiveness 
JEANETTE GLADDEN 


PITTS SHOES 


162 North High Street 


The Red Cross Shoe 
- MULTIGRAPHING | 


ADDRESSING, COPYING, MAILING LISTS, 
TYPEWRITING 
Citizen 7816 Bell M-7811 


The Thomas Mailing Company 
MRS. GEO, F. SHERMAN 
339 Chamber of Commerce Building 


The Heizer Printing Co, 
REAL PRINTERS 


; COLUMBUS, OHIO 
3338 8. High Street Cit. 3833 


‘THE BANCROFT BROS. CO. 


HALLMARE JEWELERS 

‘If you want the best, go to Bancroft's’’ 
188-140: North High Street 

THE BUCKEYE TENT, AWNING 

& MFG. CO. 
AWNINGS, TENTS, WATER- ae COVERS 
Citizen 8887 Bell 3166 
THY 


PARISIAN DYE HOUSE 


14 EAST SPRING STREET 
Bell, Main 1715 Citizens 3715 


Laundry and Dry Cleaning 


CAPITAL CITY - TROY LAUNDRY 
AND_ DRY Serge COMPANY 
Main 2527. Cit. ae 136 —— 


Corsets, Waists, Petticoats, es Brassieres, | 
nderw 
409 Milwaukee ‘Street | 


‘MEN’S FURNISHINGS | 


FOR SALE OR RE 
Attractive home, with garage, "splendid ne ne a 
borhood. 1598 Granville St., Columbus, 0. 
terested write owner: IDA L. SANFORD, TT 
Lancashire Rd., Cleveland Heights, Ohio. 


TOLEDO, OHIO 


@fie Gasalle & Foch (fo. 


ADAMS AND HURON STREETS 


We are doing everything 
to encourage early 


‘| 886 Superior Street. 


Holiday Shopping 
Many gift suggestions now on display 
Be patriotic and shop now 


The Reliable Laundry 
Dry Cleaning Company 


Family washings. a. or roughdried our 
spec 
ing 1 bectutety odes 
ae. "3288 Bell. as A. F. % Wunderli ich, ‘Mgr. 
Pianos Pianola Pianos 
VICTROLAS AND RECORDS 
The Whitney & Currier Company 


New Building, Adams and Huron Streets. __ 


eg 


DAINTY LINGERIE — 
KING’S SHOP 


503-505 Madison Avenue . 
Northern National Bank Building 
G. F. Bankey & Sons, Grocers 


. 2163-65 Ashland Avenue 
| Home “1922- 7923 Bell-Collingwood 385 


THE TORII GIFT STUDIO 
¢ Fauna, Dees and Place 
OCANNIFF 


Colors 
EB MISS 
g21 Peat Woodruff Avenue 


RUGS, CURTAINS, FURNITURE 


Wall Papers—-Ho reece ae 
RADCLIFFE Co. 920-322 
SOLEDO, OHIO 
JUDD-GROSS-JORDAN co... 


Jewelry—Diamonds—Watches . 


Edison Diamond Di 
ony 231 Summit Street_ 


DIAMON DS - 
Jewelry Emblems 
HASTEN TO HEESEN 
315 Summit | Home Phone Main 472 

GIFTS FOR EVERY OCCASION 


THE GIFT SHOP” 


__320 SUPERIOR STREET 


MRS. J. B, FREEMAN 
OF “THE FLOWERS” 
Say It With Flowers 
Both phones Main 527, 


Watches Silverware 


G Par. 


175 B. center Strets Marton, | 


Hanan Shoes’ 


"THE CHRISTIAN SCIENCE ‘MONITOR, BOSTON, U.S. Au, FRIDAY, OCTOBER 25, 1918 


ED, HOTELS, TRAVEL BY LAND OR WATER 


To RENT 4 oa NEW, ENGLAN! in NEW BEGLASD NEW YORK ___ NEW YORK _ | SOUTHERN __». WESTERN 


vv 


>. 


“Rent = — Furnished) A i aan PURTEAN "| S _ Hotel || Corpus Christi, Texas HOT. ELS 
Square ee or : 3 / ss a | 390 aortas Avenue, Boston Pret a1 i > Ma, estic - aoa Oe STATLER 


bedrooms, bath, 2 ed = : « ast 
wh a besides livi , | ae... otal B This Distinctive Boston: H called. by globe {f uy 30) ik 
room and kitchen. “Broderate | RA 2 a Re ran one of the mou jonalie ond ciractive hojels | a af = = -—« COPELAND TOWNSEND ) } | BUFEALO 
ee | = aeraml,%. * Central Park West at 72nd St At the Naples of the Gulf ra 
| Our contains @ guide to Baton on and jts historic vicini For |E ees Naa 150 Miles from San Antonio CLEVELAND 


POOLE & BIGELOW. . ill be ‘Thirty Motor Rune Around he sala = Write me for . lt Py c 2 : . . NEW YORK Delightful Surf Bathing : ; , 1000 Rooms 1000 Baths 


70 Kilby Street, BOSTON 1a | C. S.C Cos TELLO, . Manager , , Sailing, ccc BAe 3 side trips by DETROIT 


APARTMENTS AND HOUSES TO LET 
Warm, Sparkling, Sunshiny Days Make ee ee 


A Ho oO istincti Readers of this paper appreciate the 
NEWTON HIGHLANDS—For rent at, reas. tel of distinction | ce geasuhote Gad velo: comaloms a tee oe ae ST. LOUIS 


nd bath; lower floor; tone NS 338. ———$___—_— = nechae F : Bie tig “ 
ly furnisbed. Phone N, § te = or: guests of discrimination ment of The Majestic. the Year Round 650 Rooms 650 Baths 
FOR. SALE = . =} ' H : With tariff in moderation ; Bag Saar ee interest—Comfort- European sid Fireproof | : 
A GARAGE : . ees ¢, Vs can . ote emenway 4 ay ee a pee Modern Throughout Poppe from 
Would sell ed lease | and several years; j ad , 200 Rooms, $1.00 Up 


lea xpires Nov. 1. city 70 care. AN " , ‘aly = sin eg 
Address 509 Columbus “Ave. suite 2, B= 5a SYRIA § BOSTON, MASS. 3 : THE House oF Goop WILL _ 0. ©, Woodman Manager 
a Is Overlooking the beautiful Fenway Park —————————. 


at ee *> ] , 
HELP WANTED—MALE SMT |21 | nin @ (See 
- WANTED—Gentleman in Atlantic City desires ree, f: aie Te penal 4) eS Geen. betel wits She Haneniats the world, 2,200 room 
aff “fA >3g5-a3e A * in . & 
ans, Sues Blt Mes || AMMAR serowberofs, rrme howe Te “NEW ORLEANS josh St, “Spsente 
74, Monitor Omics a ~ ap irs Syn Pate eg ome: = J] flys - Gen te pene aione courteous protec- Pennsylvania Station. 
BOY wanted unt » eee 3 ° ag e Ss er ye ae YO aly hqeeca soot te : 
and work in stock room, pply w. C. NORBY. > a ; : t. s PUNstges One person,~ $2.50 a day. THE PARIS OF AMERICA” 


| : SUM Rae acos 
West St., Boston. - dine a Te ‘4 33K mist [t) Two eins “veckly rater a day. 
HELP WANTED—FEMAL corns " aL +7 : 1} ur jai -vee y rates on “brplicdites | 
aratseiie aeneriencldl Svetasmnak wainahk: Oar : 7¥ iin bntan | ae oe elle a rooms without bath. he St. Charles 


WANTED— enced Protestant woman for 
housework in ‘familly of four adults living half , L. H. TORREY, Manager. 
house with i . E extend t friend 
iy. | eA: ) ! 1 e o our many Ss our sincere An homelike Hotel with the essea- 


1 ee 


ee 


l aia saeeans nf ory? a beth for maid; f th ial i ts of i 
ll conveniences; sun D tial requirements of a well regu- 
all conv oe eet appreciation of the patronage which has made alge sem 6 reget £ 


nent hom 
00d. wages and permapent hor e for = SS , ae : i 3 necessary a still further expansion, increasing our 3 
2 QQ) — : a Third capacity to ALFRED S. AMER & CO.. LTD., Props 


Office, Boston. 
= 1000 ROOMS Set 


wt War Masts apenk Pench stives ia" New [ EDWARD c. FOGG SONY CALE AOR | 
small boy ust spea nc ve | ait ts 
York oly. eect oelhoadimanmbbatneds ate f Addition _ os also includes large new dining co 
| = 5 . i egree of personal service so long char- 

GIR. wanted until Jan. ist to run erfande om, : | cals ‘ of te Dee, Te’ bleed CaF be 


work in stock room. stad to ZL eGSineA ny ine \ 
NORBY, 38 West St., Bosto tT Pel te — maintained. 
CARRISS ee until January ist, in retail | Mad eal ee 
a Nii Sra hid 


“rT ve 7 
Med hole ‘i 
Me Mad dual 

} ’ 


| 


Write for your hotel reservations 


-— 
= = ein 


7° 


W. G. NORBY, 88 West St., 


n. 4 .% 
Widtairy, Adress’ W'st) “Monitor “Olce «OR. Ba nis ati ogi <M ein att oo. 6 
no iau ’ nsvor ’ ny “ " == erly o arker Reese, t an 
Boston. ry : gah re Fifth Avenue Hotel. New York Be Wy See a e | if 1a 
a L a | Room and Bath, $2 and up; Two Persons, $3 and up. Parlor, Bedroom and Bath, $5 and ap. —___——_—___— ———— ——$——=— 
ESTABLISHED 191) =a 
HELP WANTED - : ae ~ CALIFORNIA : a Ohio, North West Corner Bush 


Y n f rt : : 
RELIABLE ee ad bay By rm gr gh | Visit New England. Become | ce hae oe Chicago 


t house; man yr eee — a pee 
r cleaning an undry : ’ : ’ : 10 / 
repel stone. 97 St. Stephen St, Boston. ee oreet MRR x i acquainted with its historical ge CN A © As EUROPEAN FIREPROOF 
ee  ——————eee eee i ® 5 | . * . < ~ —< a = - . 
MFRS, REPRESENTATIVES. TARIF? - , of interest. Radiate ee, t ee Ae eee we Chicago's premier resident and tran- 
| enate tenes : rom Boston. Make Hotel % a ee aE She sient hotel, located in the Lake Shore 
with Bath: aa |) 4, Vendome your headquarters. Be , A ne PF) Es. Dupes 3 Drive district, ten minutes’ walk to shops 
' and theaters. 


$3 per day and ee Delightfully. situated in the y YORK. | Cates $1.50 and d. 
’ : ates $1.50 and upwar 


ur-wards 


TS, 7" 3 f Back j hy ———— 
ie, ete | Se | f Wee ( Hotel HOLLYWOOD ) 


| 85 per day and: 


ae. oe . thing. Commonwealth Av- Retned ‘Hotels in th | heh | LOS ANGELES, CAL i 7 Gl d: 
anes : | Cen f New Yor cis aati, ¢o eA ° | 
— . ‘ SS eiey se a oP NTIRE YEAR 
» oe enue at Dartmouth Street. ) ying an entire city | Mi .: | he salt A rere he aah oF te weamest he ad stone 


wv 


- 1 


AMERICAN woman, refined, paltared, having 
resided many years in France, ‘would like to give 
French instruction in school. G 10, minnie. “21 | 


Vand 
ON “IDEAL TOUR” é .. 48rd an der hilt | ond b= . ‘= ‘ , ) pa class. American Plan $4.00 per day and 
B. 40th St., New York City. a Sa Terminal. sf TF 3 ae .. rad al bet | 6200 Kenwood Avenue 

SN American Plan 1000 tooms Bree to outside alr + SES See ; | rs cutee, currean Nt ye ge >a A Chi 3 F ite South Sid ; 

SOLDIER'S wife, with daughter +. six, desires, 950 with bath. .* ; | cou, a. ——— prog oe Mid-way _ 3 ic 8 Se e u " —e resi- 

to assist with housework in private home, Phoue et Se a oomi rates m $°.50 per dir . nd "Locat ent transient hotel, under the same 

—— = Send for fliustrated booklet. - ,| on famous HOLLYWOOD BOULEY ARD and . 

/ . ‘soles tee trom 15 rooms for ‘| AUTOMOBILE HIGHWAY to Santa Barbara | | management as THE VIRGINIA. 


Mrs. Bryant, Beacon 2469, ‘Seattle, Wash, 
C. H. Greenleaf Company, Props. permanent occupancy. Large Subwe at 79% S¢. nd the north | 
and small ball, y ‘| “CHAS. A. COOKE, Lessee and Manager. ' Rates $1.00 and. upward. 


PROPOSALS re Everett B. Rich, Managing Director end dining a s~ 


Phe trustees of th se iston, Mevated, Railway . ° . suites specially private // Only a few minutes 
ate desire bids for construction of a| Empire & Tuileries from ing | - —= 
ead and frame bulidin hae aoe a cane. 1 j Pres. Districe | Ho tel S te ar t 

— & A : , 
toa Bpacidcetions\apnit te the tice of ara’ | | ————OMpany Overlookin Oo Pi, : pong Ww 
Room SAN FRANCISCO 


Milk §St., Boston. ids Foow. | | 
VAY 7 | Geaty St., just ‘off Union Square 


tect, 

close Oct. 31, i918, 

~ } Operating | | 
be rer so . New steel and concrete structure, located in 

| vale Opportunity to share 2hs When you drop in at the Belle- |}} midst of theater, cafe and retail store dis- 

i 


SEREE Ok OR SENNEeNP tricts. Homelike comfort rather than un- || 
necessary expensive luxury. Motor Bus. 


BOSTON, MASS. . Hotel Empire | | cc am ten coe chain ttn: Soo Wine Soa sell 
: ams $f hy Wanye Pp | na Se P ark Avenue Hotel doubtless ees vibes i eared gh aiveara, 


| ment, elevator; telephone in all | L 
preaktont 60c, Lunch 60c, Dinner $1.00 
: undays: B 


Shattuck & $38 Commonwealth Ave., Boston. || ti sits ts Scsten, Catt ces. . reikfasts 790.” Dina 
a Uc OneS Select Apartments by the Year. || te . £30 Park Avenue (4th) 32d and 33d Streets able impression that has made so | further ‘particuars at any office. Ti 
COOK & SON, our special representatives. 


INCORPORATED pS T : | ences can ‘secu ye stage 0 me, . weer Y, On a Door paney friends for us. The big ——— = The Portland Hotel 
ie | SH Hotel Luileries —_ || tates sits wit Stat "RBBB! ssste neoms 1:78 por day upwente, corridor is most attractive and “SINCERE SERVICE” 
| 270 Commonwealth Ave. Boston, |! 41 Ssrte Cafe Moderate Pricos @Uaaue Areata | Borrow sede ete: be toy HERALD H Q TEL tr A 
Telephone 1487 Richmond | boy Ch | (] b pate ltiiink Ae: saneeimnat wad tebeetnn pantie: Welcome to Our Home,” but A world-famed hotel, homelike, refined, restful. 
Private Suites, two to six rooms. ar esgate u er Unique dining loggia overlooking sunken | | snstinctiv ely you a ee nee SAN FR ANCISCO All outside rooms and suites. 


: le : , _ Sree Im garden. 
128 Faneuil Hall Market Famous Catherine de’ Medici Ball 20 CHARLESGATE WEST oa P "Orchestral muaste of highest order. . A service of courtesy. Cuisine unexcelled. 
: Room may be secured at reasonable eas | EDDY AT JONES STREETS MODERATE RATES—EUROPEAN PLAN 


GEORGE ©, BROWN, Proprietor. {||| - The furnishings show the home RICHARD W. CHILDS, Manager 


oat Common- $2 ; 
BOSTON rates for Balls, Banquets, Association Se Other hotels in Néw York under seme || . ‘ : 
wealth Ave. ¥ feet || mauagement:, MAJESTIC, Central Park idea in taste and comfort. Guests Rates very moderate. Free garage. 


: 
t 
| | Selly z 
Meetings, etc. | A oom. | Entrance to ae | West at 72nd St.; HARGRAVE, 72nd St. at Home cooking. 
Isaac Locke Co 


Fenwa Bs Seep sq i :; - *e. 
/ oe Columbus Ave. (1 sqmare to Central 3 Park); |! //. are pleased and so are we. We MR, BERT TOWNSEND. Manager. | % ‘Ac ae : Muelle Kea 3 
97, 99 and 101 Faneuil Hall Market tain = = 


mopar ee Neuman Ste. : ~ : | = aar's, . Booklets sent free by apply- |: carry out through our entire serv- - 
ao} 5 | i PE ice the first impression you form. | WE BID YOU COME AND BB HAPPY AJ WE ARE 
F ‘i ; : te A from = ae ‘ j 
Fruits, Vegetables and Th C h / CAPER TR | Pork Street nee Write for free CHANCELLOR HOTEL 
5 el ge ee ee ; ROBERT D. BLACKMAN, UNION SQUARE © CITY’S CENTER 
Hothouse Products — Cc ar esgate Back oy mies of — of and oe, ont Sou pen © CEN 

Special Attention Given Family Orders Boston, Mass. <= : : ea gin ge . —— All Sunlit Rooms + All Private Baths 
WALL PAPERS Corner Beacon Street and Back Bey \ |< E————| nieuts of this modern,” treproot 1 Bare 209 aoe 
hotel. Leo Lesensiacm, Mon. 


Park Overlooking Charles River Guietiy. conventently located. 


' Mf Latest Styles and Highest lity. and Fenway ‘ 
Movelty designs a feature: 8 Fe high . : Ideal for tourists SAN FRANCISUO 


AUGUSTUS "THURGOOD | \ ‘scites ies er remot | | Hotel ‘Somerset || He EL -LENOX|| Hotel Manhattan || HOTEL SOMERTON 


88-40 CORNHILL. BOSTON transient occupancy at moderate rates. 
North St. at eleware : 
BUFFALO. N. jm the Center of New York | 


Bean, | Dinine te erase BOSTON, MASS. ' ||| 97 tbediie ream a eueld Kvers HT 200 Reome pete ga ata a eratoaaniersee 
BROOKLINE, MASS. | \ffigits| “= ] Bice aug ||| MADISON AVENUE. ||| "Seich@'rhatiaaty A ‘* A C A: 
S. S.BUXBAUMC COMPANY eee fae Herbert G. Summers Located on CommonwealthAv. : oe 3 fee 42nd and 43rd Streets nonce baaapement ¥ WD KELLOGG. 
PROVISIONS—GROCERIES ) adjoining the famous = , . : Colorado Springs’ Newest Hotel’ 
: — ennai One block from the Grand Cental || HOTEL RAMON A wt ee rgeP hn Bens apie thesan ss 


Fifty Years A Market F P k , 
282 and 284 Harvard Street, Coolidge Corner enway far , | ° THOROUGHLY MODERN. EUROPEAN PLAN, 
BROOKLINE, MASS. M th Washin ton Terminal. : 174 Ellis Street, SAN FRANCISCO EXCELLENT CAFE. MODERATE PRICES. ~ 
Telephone: Brookline 7000—Connecting All Lines 3 E P] 300 ar a a ” wernt G any Rene - agp wn —— ro =~ BB ag as Pan Colorado Springs “bes THE YEAI all year 
—— ee cen AN ines : OPPOSs uropean Plan: rooms , to all Transportation Lines. neatest, Gaintiest, Most com ant 
ITE p rat Orr FIFTH AVBXUE} spo expensive tx tele in the atte. cimate, _zih ® preponderance of bright sunny 


USHNELL ; ; Withi f all places of 
with bath and en-suites. é ithin easy access o places o One person $1.50 pe Two persons $2.00 
eases! 29 East: 29th Street, New Y ork City amusement and in the heart of the new cr day. Breakfast gy "Cuachene 0c, Dinner eniepen the year and other outdoor sports are 
1.00, or a la carte. a. W,. INSON, Managing Director. 


CAMBRIDGE, MASS. 3, ‘ The Hotel i scat dapt 3 shopping district, 
THT C FrIGter Is Cs agapt- The Famous Hotel for Women NO LIQUORS SERVED OR SOLD. 
il a Ean 3 amit NORTONIA 


GALTIPORE AVENUE AND TWEieTH sTHEg? 


Kansas City, Mo 


x3 


at 
Snes 
— 
we 


dances and all public functions. less rooms 


GARDEN TOOLS AND SEEDS | _— tee ed* for receptions, weddings, ge iM : : han 
Heublein Hotel al pbc fn agi | Mt ome ee De Om |p| PE HOTEL 


A r SThr 
© SFT 
re ey ew 


Central Square Hardware Co. solath ane-atd. Sider 


» > 2 THE 
669 Massachusétts Ave., Cambridge, Masa. >. ness 
: + : day and up; $1.00 JOHN McE. BOWMAN, Prosident 
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EDUCATIONAL | 


System Having Control of All 
Institutions of Instruction 


from its Pacific Coast Bureau 


SACRAMENTO, Cal.—Important rec- 
ommendations looking toward the re- 
organization of educational forms and 
functions in California along new and 
radical lines are made in a report to 
the State Board of Education by a sub- 
committee on school administration, 
this sub-committee being a part of a 
committee of 21 on the reorganization 
of the public school system of the 
State. The report in question was 
written by Alexis’ F. Lange, professor 
of education and director of the school 
of education, of the University of Cali- 
fornia. 

The report is important, for one rea- 
son, because it takes up in detail the 
question of the relation of the public 
school system to the constitution of 
the State, and breaks much new 
ground in the discussion of the con- 
stitutional aspects of public school 
education. The committee reaches the 
conclusion that the constitution should 


education, embodying in definite out- 
line an adequate plan of administra- 
tion which should embrace a State De- 
partment of Education, and a non- 
partisan State Board of Education with 
a provision directing this body to ap- 
point a state commissioner of educa- 
tion as the chief administrative officer 
of the State Department of Education, 
and a County Board of Education for 
each county in the State. 

Among those phases of public school 
education that, in the opinion of this 
committee, should be made a matter 
of constitutional provision, is the ques- 
tion of compulsory education, the re- 
port taking the ground that the con- 
stitution should specifically fix the 
minimum duration of education, 
whether carried on by public or private 
agencies. In this respect and to this 
extent, if the provisions of this report 
are carried out, the practices and pol- 
icies of private and parochial schools 
will be under the control and direction 
of the State. 

The committee bases its recommen- 
dations on “certain fundamental, ax- 
iomatic propositions that in its opin- 
ion inhere in the nature of public ed- 
ucation and the democratic state and 
the relation of the one to the other, 
and the exigencies of the time. These 
propositions that the 
committee takes as its working basis 
in setting forth the outlines of. the 
State-wide educational system that, in 
its opinion, will best serve the perma- 
ment and pressing needs of society, 
are ‘as follows: 

.“Education being a supreme state 
interest, the people thereof, as a cor- 
porate whole, is the ultimate source 
of authority and responsibility. 

.“The corporate whole; in order to 
realize itself as a democracy, must 
strive to provide completeness of edu- 
cational opportunities, not only with 
respect to continuity, but also with 
respect to variety and equitable dis- 
tribution; and no child-citizen must 
be allowed to become an adult citizen 
without education. 

;“Democracy itself being a school 
for all, the kind and degree of state 
control of education must be deter- 
mined by the essentials of the gen- 
eral welfare, which, to be sure, will 
vary from time to time; the compo- 
ment units, however, must always 
have ample scope for learning how 
best to contribute to the educational 
prosperity of the inclusi¥e whole. 
'“The end sought being progress as 
well as preservation, the legislature, 
acting under the constitution, must 
have ample scope for promptly adapt- 
ing educational arrangements to: the 
successive stages of social develop- 
ment. 
i“In order to promote both demo- 
cratic solidarity and adequate man- 
agement, the school system of a dem- 
ocratic commonwealth must needs be 
one system.” 

' In setting forth the reasons why, in 
opinion, provisions for a State De- 
partment of Education should be in- 
cluded in the constitution of the State, 
the committee lays emphasis on the 
necessity of continuity and effective- 
mess in the school system. Present- 
day insight and experience, says the 
report, in effect, call for such a con- 
stitutionally provided agency and. 
function of government, and also for 
a constitutional provision providing 
for a non-partisan State Board of Edu- 
sation of seven members, appointed 

e each year for a seven-year term by 

Governor. The powers of this 
State Board of Education would, ac- 
cording to the plans of this committee, 

very broad. As the powers and 
ties of this board are specifically 
get forth in the report the board shall: 
Appoint its own administra- 


“(2) Keep itself and the people of 
e State informed concerning the 


See that the educational laws 
of the State are complied with. 


of wholesome school conditions. ~ ’ 


ents for admission to educational in- 
tions supported wholly or in part 


n of teachers throughout 


the duty of proposing needed or desir- 
able changes in educational legisla- 
tion. 

“(8)° Perform 


such additional 


duties as may from time to time be as-/ 


signed by the Legislature.” 

The chief executive officer of the 
State Department of Education would, 
according to this plan, be a state com- 
missioner of education to be appointed 
by the State Board of Education, this 
Office also being a part of the frame- 
work of the system as provided in the 
constitution. It would be the duty of 
the state commissioner of education 
to carry out the educational policies 
of the State Board of Education, “to 
act as the official interpreter of the 
school law, and to serve, if the Legis- 
lature so provides, as a court of final 
appeal in cases arising under the edu- 
cational statutes of the State.” 

The committee lays emphasis on the 
necessity of making the constitution 
provide that the county shall be the 
administrative unit of the state-wide 
system. The committee believes that 
in this way the “golden mean between 
direct management of a common vital 
necessity by the collective whole and 
the delegated management by smaller 
or larger constituent groups” may De 
best safeguarded. Under this plan the 
county would be made the basis of 
school organization and‘ administra- 
tion for the entire State, the bound- 
aries of all school districts coinciding 
with those of the counties. The fail- 
ure of the present method of school 
organization to meet the demands of 
the time is conclusive evidence to this 
committee that the justification of tra- 
ditional practices in this respect 
ceased with the passing of pioneering 
conditions. 

The key to the understanding of the 
rural schoo] situation, says the report, 
in effect, is the fact that the common 
school district has survived as the 
administrative unit, together with the 
fact that there has also survived a 
belief that education is a family or 
neighborhood affair and that any in- 
crease of control on the part of the 
people as a whole is an invasion of 
popular rights. In fact the committee 
regards the rural school problem as 
the most formidable obstacle to the 
realization of such a state-wide sys- 
tem as it proposes. 

“What can be done to give the 
country an approximately equal 
chance with the city?’ the _ report 
asks; then replies: “The well-nigh 
unanimous answer of competent stu- 
dents of our American school system 
is: city territory apart, enlarge the 
school district so that its boundaries 
coincide with those of the county; 


out successfully in the experience of 
American cities. This answer has the 
indorsement of the National Educa- 
tional Association; it is implied in the 
constitutional provisons for oaopunty 
charters.” 


STUDY HOUR IN 
SING SING PRISON 


Educational Course Is Carried On 
by “Standards’’ Similar to 
Grades in the Public Schoois 


Special to The Christian Science Monitor 
from its Eastern Bureau 


NEW YORK, N. Y.—About 300 men 
attend regularly a one-hour course 
which is being given daily this sea- 
son for the inmates of Sing Sing 
prison. An outline of the course of 
study arranged for the men appeared 
in the September issue of the Star 
Bulletin, \a periodical published by 
the prisoners. 

“The work is carried on in ‘stand- 
ards’ instead of grades. A standard 
in the prison school ‘is not quite 
equivalent to a grade‘in public school 
work,” explains the Bulletin. “As a 
large number of the men attending 
the school are foreigners, it is neces- 
sary in the first three standards to 
spend more than half of the time in 
conversation drills, which help the 
men not only to understand English, 
but also to insure correct habits of 
enunciation and pronunciation.” 

The following is an outline of the 
course by standards: 

Standard 1—Learning to speak, rec- 
ognize at sight, spell and write 200 
selected words; drill in pronuncia- 
tion; reading based on the words 
learned. The above is the equiva- 
lent of the ability to read an ordinary 
fifst reader. In arithmetic, special 
attention is given to addition. 

Standard 2—Vocabulary increased 
to 500 words; continuation of the 
work as in Standard 1. The above is 
equivalent to the completion of an 
easy second reader. In addition, spe- 
cial attention is given to subtraction. 

Standard 3—Vocabulary increased 
to 800 words; reading, including the 
geographical reader; oral and written 
answers to questions on matter read; 
letter writing. The above reading is 
equivalent to the completion of an or- 
dinary third reader. In arithmetic, 
special attention is given to multiplica- 
tion. 

Standard 4—Vocabulary increased to 
1100 words; reading of industrial and 
geographical readers; oral and writ- 
ten reproduction; letter writing. In 
arithmetic special] attention is given 
to division; simple, practical problems 
of ordinary business. 

Standard 5—Vocabulary increased to 
1400 words; reading of industrial and 
geographical readers; oral and written 
reproductions of matter read; letter 
writing. In arithmetic the work on 
division continues; the problems in- 
volving the four fundamental proc- 
esses. ! 

Standard 6—Vocabulary increased to 
1800 words. Reading including geog- 
raphy, history, and government; oral 
and written reproduction of matter 
read. In arithmetic simple business 
forms and fractions are given. 

In special cases where the need 
warrants it, advanced classes are or- 
ganized if an extra teacher is available 
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TEACHERS’ PENSION 
SCHEME OUTLINED 


Proposed Plan for England and 
Wales to Be Non-Contribu- 
tory—Men and Women in All 
School Grades to Benefit Alike 


By The Christian Science Monitor special 
education correspondent 


LONDON, England—By far the most 
important announcement made by the 
president of the Board of Education 
“Mr. H. A. L. Fisher) since the pres- 
ent education act was outlined last 
year, is his promise -to introduce a 
school teachers’ 


superannuation bill | 


into the House of Commons after the 
parliamentary recess. Unless a gen- 
eral election should occur at an unex- 
pectedly early date, this measure is 
likely to become law before. the end 
of the year. 

By publishing the main heads of the 
bill, Mr. Fisher has enabled teachers 
already to see on what ground they 
are likely to stand with regard to pen- 
sions. In the first place, it should be 
noted that the scheme is of non-con- 
tributory character; that is, the pen- 
sions are not to depend on any pay- 
ment by the teacher of a share of the 


cost. .In the second place, they are' 


to be calculated on a basis similar to 
that of civil servants; a teacher retir- 
ing at 65 years of age, after 40 years’ 
service, would receive annually half 
the average of his salary during the 
last five years of his service. More- 
over, certain lump sums are to be 
added. In all calculations, men and 
women are to be tréated alike, except 
that a distinction is made in favor of 
those women who return to the pro- 
fession of teaching after marriage. Nor 
is there any difference between the po- 
sition of teachers in public elementary 
schools, in secondary schools, in tech- 
nical institutions or in non-university 
training colleges. The benefits of the 
bill are apparently not to extend to 
university staffs. 

No measure could have been pro- 
posed more”likely to fill the depleted 
ranks of teachers. It is within the 
experience of most of those who have 
had to do with the English civil serv- 
ice that the certain prospect of super- 
annuation allowances attracts many’ 
candidates to that profession and adds 


employees. Mr. Fisher deserves the 
thanks of all teachers who will benefit 
under the scheme, and it may be hoped 
that its extension to university pro- 
fessors, lecturers, and officials, in 
some shape or another, is only a mat- 
ter of time. The first nine heads of 
this prefatory document explaining 
the scheme are as follows: 

1. It (the bill) will bring within 
one comprehensive system of state pen- 
sions, On a non-contributory basis, the 
certificated teachers, the uncertificated 
teachers, and the teachers of special 
subjects in elementary schools, and 
the teachers in all other schools aided 
by the Board of Education, including 
those training colleges which are not 
departments of universities. 

2. The benefits will consist of an- 
nuities, together with lump sums, for 
those who retire at the age of 60 or 
later, after 30 years of service, and fer 
those who retire disabled after 10 
years’ service, and of gratuities pay- 
able on the death of a teacher in 
service after five years of service. 

3. These benefits will be calculated 
on principles closely resembling those 
of the pension system in force for 
civil servants under the Superannua- 
tion Act, 1909. They will be based on 
the average salary which the teacher 
receives during the last five years of 
his service, the annuities being reck- 
oned at one-eightieth of such average 
salary for each year of service, and 
the lump sums at one-thirtieth for 
each year of service. 

4. No difference will be made be- 
tween the sexes in the conditions of 
pension or the mode of calculating it, 
except that in order to provide for 
women teachers leaving the profession 
to be married, and subsequently re- 
turning to it, provision is made for the 
substitution of 20 years’ service for 
30 as a condition of pension in such 
cases. 

5. Pensionable service will cease 
at the age of 65, except with the spe- 
cial approval of the Board of Edu- 
cation. 

6. Existifig certificated teachers 
will have the option of remaining 
under the existing superannuation 
acts if they desire to do so; with this 
exception, the system set up by those 
acts will be extinguished. Pensions 
already granted under those acts will 
remain unaltered. The prospective 
deferred annuities which have been 
purchased by existing teachers’ own 
contributions will be secured to them, 
and will be payable to them at the age 
of 65, in addition to the benefits re- 
ceivable by them under the Dill. | 

7. Local pension schemes will cease’ 
to apply to the teachers who come un- 
der the bill. Existing teachers under 
local pension schemes will have an 
option to remain under those schemes 
instead of coming under the bil]. Pro- 
vision is made for enabling teachers 
who have contributed to existing pen- 
sion schemes, and who desire to come 
under the bill, to receive from the 
local pension scheme, in addition 
to the benefits obtainable by them un- 
der the bill, payment in respect of 
their past contributions. 

8. Service in order to be pension- 
able must be full-time service in 
schools which are grant-aided at the 
time of the service, or in secondary 


aided at the time, are grant-aided at 
the commencement of the bill or be- 
come grant-aided within five years 
after that date; and power is reserved 
to the board, subject to prescribed 
conditions, to reckon as. pensionable 
service a limited amount of service 


‘ing everything its own way. 
‘and shrieked around, determined to 


(not exceeding 10 years) in other 


schools (not conducted for private 
profit) rendered before the commence- 
ment of the bill. 

9. Power is taken to approve serv- 
ice outside aided schools as “qualify- 
ing” service,. though not pensionable, 
thus -enabling teachers. who serve 
partly in aided schools and partly in 
unaided schools to count a period of 
service in unaided schools toward 
making up the 30 years of service 
necessary for enabling them to obtain 
pensions in respect of their service in 
aided schools. 


TEACHING ARTIN THE 
IDEAL SCHOOL 


Speciaély for The Christian Science Monitor 


They were so humble when they saw 
the horrible results, I knew the plan 
had succeeded.” © 

It all sounded very interesting, but 
we felt sure that at our ideal school 
there must be something more, and 
finally Puck confessed that one eve- 
ning each week they had what she 
}was pleased to call “jolly, informal 
talks.” .Puck’s smile spread. “J 
couldn’t give serious art lectures.” 
she told us; and, on the face of it, 
that seemed true. “But we.talk about 
all sorts of things," she went, on; 
“every week we get hold of reproduc- 
tions of somebody’s pictures—Rem- 
brandt, Hals, Velasquez, Fra Angel- 
ico, Memling, Ribot, Monet, Constable 
—we'’ve very catholic tastes, and you 
wouldn’t believe how much the girls 
know and how keen they are. 


| ported as $93.81, making a total net 


‘an acre.of onions at a total cost of 
Then | $19.87, with a gross 
we talk about the kind of house we'd! profit on two-tenths of an acre of $8.83. 


produced at a total cost of $58.26. The 
gross yield on" the six acres is re- 


profit of $35.55, or an average profit 
of, $5.92 per acre. 

Two students each cultivated two 

acres of peanuts, with a total cost for 
production of $42.22.' The gross yield 
on the four acres of peanuts was $96, 
giving a total profit on four acres of 
$53.78, or $13.46 per acre. 
One student cultivated one-tenth of 
an acre of radishes at a total cost 
of $7.92, and a gross yield of $34.81, 
which is a profit of $26.89 on one-tenth 
of an acre. Computed at this rate, 
one acre in radishes would have 
yielded $268.90 profit. 

One student cultivated two-tenths of 


yield of $28, or a 


like and how we'd furnish it, what; This ‘s equivalent to a profit of $44.15 | 


It was a gray November day and a 
boisterous November wind was hav- 


shake the few remaining leaves from 
the trees before the sun went down; 
and once the leaves had fallen then it 
made them work as they’d never 
worked before. First it whirled them 
high in the air, then chased them furi- 
ously across the open spaces, and, just 
as you hoped they might be given a 
moment’s respite, the wind struck up, 
a new tune and they had to twirl and 


| pirouette like the girls in a ballet! 


school. 

It was a splendid day for a walk 
and we enjoyed every minute of the 
walk to our ideal school, and enjoyed 
the glow and crackle of the study fire 
when we got there. The headmis- 
tress made us very welcome, pulled 
up her most comfortable chairs and 
threw another fat log on the fire. 

Now possibly the walk had reminded 
us of Nevinson’s picture of the wind, 
with its weird circles and triangular 
trees, possibly the Cameron etching 
over .the fireplace made us think of 
art; anyhow, the subject was started 
and here was the opportunity to ask 
how they set about teaching art in 
this unusual school. 

“Art!” cried the headmistress. “Why 
it’s the most extraordinary thing 
in the world that so few people realize 
there are two quite separate things to 
be taught when it comes either to art 
or to music. ‘You can teach a girl to 
play or to paint and—though no one 
seems to guess it—you can teach her 
a good deal about pictures and music. 
When you’re teaching the English lan- 
guage, you’re quite clear that there 
must be literature lessons as well as 
composition lessons. Your boy must 
read great authors if he’s to write 


passably well himself—but when Aft) 


comes to art, a boy goes through 
school from six to sixteen.and is given 
one drawing lesson a week for ten 
years, but he’s scarcely ever shown a 
picture and never hears architecture 
mentioned.” 

Now this remark did not pass un- 
challenged, for the friend who shares 
all my visits to the ideal school never 
can get used to sweeping assertions 
and wide generalizations. So, before 
there was time to catch her eye, to 
interrupt or to pinch her surrep- 
titiously, she opened fire from her 
heavies with a round of exceptions 
and qualifications, and only when 
we'd admitted that things were im- 
proving, that most schools had some 
good pictures’ on their walls and a 
few even gave talks on art, could the 
real discussion continue. ? 

The headmistress was _ looking 
thoughtfully at some branches of 
maple in her copper pot—some one 
had put them there and saved the red 
leaves from the boisterous attentions 


of the wind outside—so I cheerily re- | 


minded her that the discussion began 


by our asking how art was taught, 


here. 

“First. and best,” came the answer, 
“we've a real artist to teach—a war 
necessity she calls it, but with her 
mornings free for painting, I believe 
she really enjoys it. 
see her,” she added, and we agreed 
with alacrity. 

We found her in the large room 


which serves as a studio and were 


formally introduced, but the artist 
looked so absurdly like Puck with her 
curly hair, wide smile, and keen 
eyes, that obviously Puck was the only 
name for her. We asked her all sorts 
of questions, and her answers were 
just as ready as Puck’s should be. 

“TI don’t imagine for a moment,” she 
said, “I’m training a hundred budding 
Rosa Bonheurs here, but most of the 
girls are going to furnish their own 
homes, and they’re al}. going-toghoose 
their own clothes; from now on they’re 
going to be buying things that are 
beautiful and right, or things that are 
wrong and hideous, and they won't 
slavishly follow the fashion and en- 
courage bad art if I can help it.” _ 
_ One of us asked what her remedy 
was, and Puck explained again. ‘“‘We 
teach all the girls to draw,” she said, 
“and then there aré applied art classes 
as well—that may sound rather-grand, 
but, you see, we always begin these 
classes with a problem. We have a 
certain space to decorate and must do 
the best we can. In painting a pic- 
ture you choose your own size, but 
in decoration you have to take what 
space you’re given. We begin—just 
as I suppose all good modern teaching 
does—by making .simple designs to 
ornament all sorts of. things—anything 
from a pencil box to a cushion cover.” 

While the conversation was in prog-‘ 
ress we were wandering round the 
room looking at the excellent Japa- 
nese prints which hung on the walls. 
Puck nodded at a long, narrow pillar 
print, just. a stalk of bamboo with a 
bird hovéring over it, but beautiful 
because the space problem had been 
so wonderfully solved. ‘“We’ve 
learned a lot from that,” she said, and 
then, with a mischievous smile, she 
told us: “The children used to make 


their designs so crowded and busy 


that one day I made them all copy 
that print, and then.let them add 
leaves, flowers, birds, anything that. 


It raced | 


Let’s come and) 


| Pictures or color prints or etchings per acre | 


we'd have, and how pictures ought to 
be framed. We’re all quite sure that 


walls, and we heartily despise tire- 
some, wriggly patterns not going any- 
where and never getting there.” Puck 
put her hands in the big pockets of 
her smock and nodded wisely. 
good fun,” she said, “and it’s given 
me lots of ideas.” 


appearance, looking: as though they 
meant to enjoy. themselves, and the 
headmistress whisked us away. 


walked out toward one of Turner’s 
own sunsets. 
now, though it still gave an occasional 
sigh—perhaps it was disappointed 
there were so many leaves left on the 
trees. | 


RUSSIANS’ NIGHT 
SCHOOL, CHICAGO 


Immigrants’ Evening Instruction 
Ranges From Americanization 
to Fechnical Subjects 


Special to The Christian Science Monitor 
from its Western Bureau 
CHICAGO, Ill. — A Russian night 
school, undertaken by Russians for 
| the benefit particularly of their immi- 
‘grants in Chicago, of which there is 
'a .considerable number, has _ been 
started in one of the public schools, 
with the cooperation of the Board of 
| Education. The head of. the school 
‘is Prof. S. J. Novakovsky, a professor 
'of geography in the Kiev Commercial 
Institute, who was sent to America by 
the Kerensky government to study 
educational methods in vogue here. 


versity.” It hopes to be able widely 
to develop its scope. Subjects of- 
fered at the beginning range from the 
elementary to the technical. 

Americans also are invited to 
attend, such as desire to learn the 
Russian language. The Russian con- 
sul-general at Chicago, A. Volkoff, 
thinks this may appeal to many for 
commercial purposes after the war. 
Mr. Volkoff is treasurer of the Rus- 
sian People’s University. He observes 
that Americans who wish to make 
contributions to the school for the 
purpose of assisting in the education 
of the Russian immigrants will find 
their donations appreciated. 

Aims “of the Russian People’s Uni- 
versity are set forth in its constitu- 
tion as follows: 

**(1) 
culture of immigrants from Russia 
residing in Chicago by means of popu- 


branches of knowledge; 
opportunities to all Russians in Chi- 
cago ,and vicinity to acquire a gen- 
eral education as well as_ special 
knowledge in the various trades; ¢3) 
to assist those of its students who 
may wish to return to Russia; (4) to 


cultivate friendly relations between! 


Russians and Americans; (5) to en- 
courage in Russia the study of the 
United States by publishing books on 
the history, geography and economics 


“oe 


| 


’ 


Just\then the fifth form put in their | 


The wind was quiet | 


This new educational undertaking) 
is called the “Russian People’s Uni- | 


To help raise the standard of | 


lar lectures covering the principal | | 
(2) to furnish ; Schools. 


_ Still another student reports the | 
cultivation of two acres of sorghum 


we never want dark red paper on our at a total cost of $16.94, with a gross 
yield of $48, which gives a net profit 


of $31.06 for two acres, giving a net 
profit of $15.53 per acre. 

No doubt many other schools will 
be able to make as splendid a show- 
ing, if not better. The data received 
illustrates the fact that the boys and 
sirls of Texas are receiving valuable 
training as a result of the acceptance 
by the State of the provisions of the 
fedcral Vocational Aid Law. During 


.We shook hands on the doorstep and (the past year approximately $29,000 


was available in Texas for the work 
of vocational agriculture, During the 
present year there will be available 
approximately $43,000. This amount 
increases until the-school year, 1925- 
26, when it will aggregate $178,700. 


EDUCATION NOTES 


By The Cnristian Science Monitor special 
correspondent 

LONDON, England—Dr. W. J. Vil- 
joen, formerly Director of Educa- 
tion in the Orange Free State, has 
been appointed Superintendent- 
General of Education in the Cape 
Province. He is the fourth occupant: 
of the post since its institution. 
Dr. J. Rose-Innes was appointed 
in 1839, on the recommendation of Sir 
John Herschel, whose memorandum 
on the educational needs of the col- 
ony had been put before the Governor 
and his council in 1838. Twenty 
years later he was succeeded by Sir 
Langham Dale, one of the wisest ad- 
ministrators that the Cape has ever 
known. Remaining head of _ the 


Educational Department for 33 years, 
he appears to have won the trust both 
‘of English and Dutch, and to have 
shown a deep understanding of the 
needs of the native population. Since 
1892 Sir Thomas Muir has been in 
charge of education; under his super- 
intendence the administrative side of 
the work has been made very thor- 
ough, and European education. has ad- 
vanced by leaps and bounds. Curric- 
ula, buildings, finance, all show evi- 
dence of his foresight, energy, and 
precision of method. If, without any 
slackening in these directions, Dr. 
Viljoen develops an equal comprehen- 
sion of what is needed for the, ad- 
vancement of natives—larger oppor- 
tunities for industrial education and 
a sympathetic. policy in regard'to the 
new native college—he will, indeed, 
deserve the full and unstinted thanks 
‘of the Province. 3 


| The New Zealand Educational In- 
‘stitute regards with misgiving the 
‘recent movement for the establishment 
by some denominations of church 
“For 40 years,” says the exe- 
cutive of the institute, “our system of 
primary schools has been welding our 
‘people into a united nation, in intel- 
lect, character and public spirit at 
least the equal of any nation in 
the world. ... If, unfortunately, the 
movement should attain large propor- 
tions, the community will suffer a two- 
fold division into sectarian camps and 
into social’strata. Thus the civil and 
moral development of the people will 


CITIZENSHIP AS 
TAUGHT IN CHICAGO 


Americanization Classes Among 
Men and Women of the Fac- 
tories Give People New View 


of Their Adopted Country 


Special "to The Christian Science Monitor 
from its Western Bureau 


CHICAGO, Ill. — Americanization 
classes among the adult foreigners in- 
the factories of Chicago and the for- 
mation of classes for foreign-born 
wcemen in the public schools are phases 
of educational work undertaken by the 
Chicago Board of! Education, with the 
assistance of the Chicago Association 
of Commerce. The in@ustrial classes 
are held for men during the day, and, 
in some instances, on the employers’ 
time. The classes for women are also 
conducted during the day and the Chi- 
cago Association of Commerce has 
furnished money for the custodial care 
of the children of these foreign 
mothers while the mothers are at- 
tending the classes. The Association 
of Commerce is cooperating in the 
formation of industrial classes by 
helping employers to see the need of 
opening up their factories to “this 
work, and most of the employers who 
have been approached look upon it as 
a patriotic duty. 

The Americanization work in the 
adult day classes is under the gsuper- 
vision of Miss Frances Wetmore, su- 
pervisor of adult education, who for 
years has ‘made a study of this field. 
In Chicago, it has been found that the 
Americanization work is necessary, 
not only for the sake of making good 
American citizens out of those who 
do not know the English language and 
have not come in close touch with 
American ideals, but because it helps 
to weld families more closely together 
where there has been a feeling of 
separation because the children knew 
English and were more in sympathy 
with American life than the parents. 

The experience of teachers in Am- 
ericanization work among adults in 
Chicago does not bear out the state- 
ments of some that adults cannot be 
Americanized, it was stated to a rep- 
resentative of The Christian Science 
Monitor. It has been found here that 
the foreigners are in most cases anx- 
ious to be Americanized. The Am- 
erican people are more at fault than 
the foreigner, as a rule, it was de- 
clared, because the Americans have 
not opened the door for the foreigner. 
The fault in many cases, said one in 
touch with the work, is that the 
teacher does not have the right view- 
point. Teachers of these people should 
not approach the foreigner with a 
patronizing air, but with a _ keen, 
friendly interest. 

While the women do not take to 
Americanization as quickly as _ the 
men, after they are once interested in 
the classes they take a keen interest, 
it was stated. The reluctance of the 
foreign woman to enter these classes 
is mainly on account of her feeling, 
gained in her native country, that a 
woman’s place is only in the home. 
Sometimes the men are willing (to 
take. up the study themselves, but 
seem rather surprised that the women 
are expected to take up the course of 
study. It therefore becomes a part 
of the Americanization plan to show 
these women the necessity of learning 
the language of the country and get- 
ting more in touch with its ideals. 

The plan of work among women is 
to begin the teaching of English with 
a vocabulary which has to do with the 
practical every-day things of life, and 
an attempt is made to adapt the 
teaching in the industrial classes to 


the particular industry in which the 
| men are engaged. Not only is an at- 
‘tempt made to teach them English, 
| but also to arouse within the men a 


of America, and by giving a series of| be retarded by the introduction of the poreater interest in their work. 


lectures for Russians residing here; 
and (6) to render assistance to the 


‘People’s Universities’ and the schools | 


in Russia.” 
The institution is stated to be wholly 


‘worst of the evils which we have 
'fondly hoped were left behind in the 
‘older countries.” Fuel has been added 
to this smolder of discontent by the 
‘information recently elicited from the 


non-partisan and non-political, having | Minister of Education that whereas | 


for its basis the spreading of educa-| Pefore 1914 national scholarships were 
‘tion among the Russians in the United | held only at two endowed schools— 


| States as weil as in Russia. 


-AGRICULTURE. IN 
TEXAS SCHOOLS 


Reports to. State Siieitendent 
Show Progress Made Under 
the Federal Aid System 


Special to The Christian Science Monitor 
from its Southern Bureau 

AUSTIN, Tex.—The public schools 
that. have received aid from the fed- 
‘eral. government for vocational agri- 
culture under the Smith-Hughes Act, 
have made remarkable progress dur- 
ing the past year, accordirg to reports 
on file in the office of the State Super- 
intendent of Public Instruction. 

In discussing the operation of the 
schools of the State under the Smith- 
Hughes Act, Superintendent Doughty 
called attention to the home project 
work which is required of every stu- 
dent enrolled in vocational agricul- 
ture. The home project work is only 
a part of the course in vocational agri- 
culture. Especial mention is made of 
the home project work in -the State 
Orphans Home at. Corsicana, Tex., 
which has received a portion of the 
federal aid money ‘allotted to Texas 
for vocational agriculture. Some of 
the work has, been completed, while 
some-of it is still in process of de- 
yelopment. pacha glee 

Three students report home project 
work in the growth and cultivation of 


Sudan grass. Each student,cultivated. 


two acres of this crop, and report 
shows that on the six acres cultivated 


they imagined might improve it. 


|by the three students, the crop was 


*. \ 


the Wanganui Collegiate School and 
Christ’s College—there are now, in 
addition, 18 such scholarships held at 
private schools. The names of these 
schools are instructive—Sacred Heart 
College, Auckland; King’s 


St. Patrick’s College, Wel- 
lington; St. Mary’s Convent, Grey- 
mouth; Columbia College, Dunedin; 
Christian Brothers School, Dunedin. 


THE KING OF SIAM 
AND EDUCATION 


Special to The Christian Science Monitor 
from its Eastern Bureau 

NEW YORK, N. Y.—What the King 
of Siam is doing for education in that 
country is. described as follows by 
Miss L. P. Cooper, a representative of 
the Presbyterian Board of Foreign 
Missions, in Nakawn Sri Tamarat, 
South Siam: 

“His Majesty is setting a high stand- 
ard for the literature of the land, 
both in original works and in transla- 
tions of such classics as Shake- 
speare’s ‘Merchant of Venice,’ to read 
which is a delightful glimpse into the 
richness and beauty of the Siamese 
language. The latest token of. His 
Majesty’s interest in education is an 
edict to regulate the opening and con- 
ducting of private schools. Some of 
the conditions required are that the 
site shall be sanitary; the moral 
character of the teachers stich as shall 
make them suitable leaders for the 
children; they shall be of an age and 
degree of scholarship suitable for their 
important work; and that their teach- 
ing shall tend to make the pupils loyal 
| citizens, with a knowledge of their 


School; 


native land and motber tongue.” | 


va 


; 
t 


College, : 
Auckland; Wanganui Convent High: 


| When classes are first organized, 
|'those who can speak some English 
/are organized into a class for Ameri- 
can citizenship. The English lan- 
guage is considered only the bridge, 
it was explained, over which to enable 
‘the foreigner to receive his instruc- 
tion in American citizenship and 
ideals. In one industry, classes have 
been opened where there are 1031 
men who cannot speak English. 

As soon as the men can understand 
some English, instruction is given in 
civics, history and biography of some 
‘typical Americans, and the respon- 
. sibilities of citizenship are dwelt upon. 
' How the democratic institutions of the 
| United States differ from the institu- 
'tions of the countries from which the 
men have come is explained to them. 
It has been found in many instances 
that the whole attitude of the men 
has been changed through instruction 
received in these classes. As the im- 
migrants gain sufficiént understanding 
of the English language, they are 
urged to read the newspapers, and are 
put in a position further to educate 
themselves. They are shown how to 
get books from the public library and 
encouraged to visit public institutions 
and to inform themselves about sub- 
jects in which before they had taken 
little interest. The educational work 
in these day schools is given in addi- 
tion to classes in the night schools 
provided by the Board of Education. 
The object is to take the schools to the 
people who do not come to the schools. 


SHIP DRAFTING TAUGHT WOMEN 
Special. to The Christian Science Monitor 
from its Eastern _Bureau 
NEW YORK, N. Y.—Women as well 
as men now have an opportunity to 
study ship drafting at Columbia Uni- 
versity. The course is given in three 
parts, mechanical drafting, a first 
course’in ship drafting and a more 
advanced course in. that instruction, 
preparing for the United States civil 
service examination in.ship drafting. 
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— . Carlyle in the Country 
SP ave been here ever since the day 
you,’ jast: heard of me; leading the 

rangest life of absolute Latrappism; 
and often enough remembering Far- 
- lingay and you. I live perfectly, alone, 
and without speech at all,—there 
being in fact nobody to speak to, ex- 
cept one austerely punctual house- 
maid, who does her functions, like an 
eight-day clock, generally without 
bidding. . . . I have Books; a complete 
edition of Voltaire for one Book, in 
which I read for use, or for idleness 
oftenest,—getting into endless reflec- 
tions over it, mostly of a sad and not 
very utterable nature. I find V. a “gen- 
tleman,” living in a world partly fur- 
nished with such; and that there are 
now almost no “gentlemen” (not quite 
none): This is one great head of my 
refiections, to which there is no vis- 
ible tail or finish. I have also a Horse 
{borrowed from my fat yeoman friend, 
who is at sea, bathing in Sussex); and 
I go riding, at great lengths daily, over 
hill and dale; this I believe is really 
the main good I am doing,—if in this 
either there is much good. But it is 
a strange way of life to me, for the 
time; perhaps not unprofitable... . 
It is still to last for a week or more. 
Today, for the first time, I ride back 
to Chelsea, but mean to return hither 
on Monday. There is a great circle of 
yellow light all the way from Shooter's 
Hill to Primrose Hill, spread round 
my horizon. every night... (so 
bright, last night, it cast a visible 
sbadow of me against the white win- 
dow-shutters); and this is all I have 
. to do with London and its gases for a 
fortnight or more. .My wife writes to 
me, there was an awful jangle of bells 
last day she .went home from this; a 
Quaker asked in the railway, of some 
porter, “Can thou tell me what these 
bells mean?” “Well, I suppose some- 
thing is up. They say Sebastopol is 
took, and the Rushans run away.” A 
la bonne heure: but won’t they come 
- back again, think you? 

On the whole I say, when you get 
your little Suffolk cottage, you musi 
have in it a.“chamber in the wall” for 
me, plus a pony that can trot, and a 
cow that gives good milk; with these 
outfits we’shall make a pretty rustica- 
tion now and then, not wholly Latrap- 
_pish, but only half, on much easier 
terms than here; and I shall be right 
willing to come and try it, I for one 
party. ... If you are at home, a line 


~— 


- True Socialism 


Written for The Christian Science Monitor 


HEN Macaulay wrote: “The 
deeper and more complex parts 
| of human nature can be exhibited by 
means of words alone,” he probably 
was not thinking of such a term as 
“socialism,” but if there ever was a 
word by means of which the deeper 
and more complex parts of human 
nature are seeking to express them- 
selves it is socialism. Madame Ro- 
, land’s famous exclamation, “Liberty!. 
|how many crimes are committed in 
thy name,” could well be paraphrased 
so as to apply to socialism. Yet the 
constant recurrence of this word 
plainly signifies that there is some- 
thing beneath the surface that de- 
mands expression, something more 
than a mere theory or the dream of 
an idle hour. 

In the first place, -whatever else 
may be said pro or con upon the sub- 
ject of socialism, it assuredly always 
includes a recognition of cooperation, 
hence of the ultimate unity of man- 
kind,—the unity of the good latent in 
humanity. Take away unity from 
socialism and there is nothing left of 
actual value. The recognition, then, 
of the possible unity of all that is good 
is what has kept the word socialism 
among us. Nevertheless, paradoxical 
as it may seem, this very recognition 
of the unity of good has also hindered 
‘the attainment of socialistic ideals, 
| because the attempt was madé to work 


out this unity of good upon a mate-: 


rial or mortal mind basis. A truth 
that had its source in Spirit was inter- 
preted intellectually, but not spiritu- 


great fact that if there is a true unity 
ot good—and there must be if social- 
ism has one iota of truth in its the- 
ories—then, there can be but one such 
unity, the infinite unity of good which 
is God, even- the one God of whom 
Moses said, “Hear, O Israel: The Lord 
our God is one Lord.” But God is 
Spirit, Mind, or Principle, hence to 
seek the unity of good without rec- 
ognizing its true and only source, that 
is, to seek it in matter, always in 
itself chaotic, evanescent and unprin- 
cipled, is to invite defeat and offer a 
premium to failure. 

Now there is a word which, though 
very much misunderstood, includes all 
that true socialism stands for, all that 
it could ever bring to human experi- 


attainment of Christian ideals not only 


ally. No recognition was given to the; 


ence that is good, and that word is; 


‘THE HOME FORUM 


socialism. The unity of good must 


always be first expressed in the life ' 


of the individual] and then it will also 
find its way int® the social fabric of 
the world. ' Mrs. Eddy states the case 
Plainly when she says: “The purpose 
and motive to live aright can be gained |. 
now. This point won, you have started 
as you should. You have begun at the 
numeration-table of Christian Science, 
and nothing but wrong intention can 
hinder your advancement.” (Science 
and Health, p. 326.) 

Now Christian Science makes the 


| possible but-certain, and in the attain- 
ment of these ideals will be found the 
solution of every just demand of true 
socialism. That socialism should have 
displaced Christianity in the con- 
sciousness of some of us, or made us|. 
believe that it gave us something 
which Christianity could not or would 
not. give, is -entirely due to a mis- 
understanding of both Christianity and 
socialism. 


| Chatham as Peace- 
maker 


“Although during these last years 
‘Chatham rarelys came to Westmin- 
‘ster, he was not heedless of the 
, course of politics.” In 1774 America 
“called him from his farm. In the De- | 
icember of 1773 the flame of rebellion ' 
‘had burst forth against the tea duty. | 
‘North, against his own convictions, but | 
, because ‘the King will have it so; he! 
means to try the question with Amer-! 
ica,’ had remitted the small remaining | 
English duty on re-exported tea and | 
, left the whole tax to be collected in: 
America.” 

Not till the end of May was he able 
to attend the House of Lords, accord- 
ing to Basil Williams, in “The Life 
|of William Pitt, Earl of Chatham.” | 
“He strove to bring home to the ig- 
norant audience he was addressing 
that the colonists were not mere un-}| 
civilized barbarians. He prophesied | 
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the future greatness of America in| 


arms and arts. 
“*Already (said he) the principal 


towns in America are learned and po-' they wil] ! | : 

; make the crown not worth | 

lite and understand the Constitution his wearing. I will not say that the | Orchards, Adelaide, 
of the Empire as well as the noble King is betrayed; but I will pro-, S A t lj 

lords who are now in office . . . there is -nounce that the kingdom is undone.’ | ° ustraila 

no corner of the world into which men; “These burning words made no im- Isles of the Orient! gardens of the 
of their free and enterprising spirit | pression on the peers or their master, | East! % 

would not fly with alacrity rather than | the King. . ... After consultation with | Thou giant secret of the liquid waste, 


submit to the slavish and tyrannical | Camden and Franklin he (Chatham) Long ages in untrodden paths con- 
; principles which prevail here now.’ "i spent a quiet week at Hayes putting | cealed, 


On Jan. 29 he ' Or, but 


Drawn for The Christian Science Monitor 


| Detaille and by Madrazo, and others by | 


Boldini, Dagnan-Bouveret, Duez, Louis | 
Leloir and Jean Bérand. | 

“Coquelin was an assiduous col-| 
lector of pictures, appreciating with | 
equal insight their artistic merit and | 
their artistic value. In later years | 


when he was playing a summer e¢n- | 


When Literature Began» 


In America . 


The North American Review was 
established in 1815; Bryant’s “Thana-~ 
topsis” was published in 1817; and 
when the good-natured Monroe, after 


a presidency that was called “the eva- 


. q ; 
gagement in London, he showed me a of good feeling,” went out of office, 


Christianity. Christianity represents'on Chatham at Hayes with copies of | drove to London. Next day he! revealed, little Constable he had just purchased; ‘although Whittier was. still a hoy ov 


oe a creed as so many hwenteh: but ithe declaration to the British people | put the finishing touches to the bill, Like some chimera of the ocean| #24 after dwelling on the character- 15. ¢other’s farm. and Longfellow and- 
the very unity of good which gpcial-' istic beauty of the landscape, he added | Hawthorne were still undergraduates 


and the petition to the King drawn up | and on the 31st had Franklin to Hayes | caves, : 
ism recognizes as basic to its doctrines.! by the Congress of Philadelphia. . . .|for four hours to hear his criticisms. '|Some dark and sphinx-like riddle of | that he believed that Constables would | at Bowdoin College, and Emerson was 
Christianity, the outcome of a spiritual; To Chatham the petjtion seemed ‘de-| __. Stil] fresh after his four hours | the waves, : still rise in price: ‘Je crois qu'il y a still a country tier teacher ype tasersyS 
understanding of the life of Christ!cent, manly, and properly expressed.’ | with Franklin, Chatham also found’ Till he, the northern G&dipus, un-| core quelque chose 4 faire avec les jiterature was born. The thing? 
Jesus, hence also of an understanding | He called Congress “the most honor-jtime to write to Rockingham, Shel- | furled : Constables.’ He had a lovely example) |. cottled. — Thomas Wentworth 
of God or divine Principle, embodies'|able assembly of statesmen since! pyurne, Stanhope, Temple and Rich-!His venturous sail, and solved it to of Millet; and on one of his visits to | Higginson. 
every ideal that stands for true prog-/those of the Greeks and Romans in | mond, urging them to attend the Lords | the world! New York he purchased a Japanese | 
ress, the progress which is the dem- landscape by John La Farge, pointing | 


their most virtuous timés.’” 
on the morrow. when he was to move : ee | 
onstration of the supremacy of good out to me that he had bought it on its 


| a 

He resolved “to make his reappear-!for leave to introduce his bill.” | Surpassing beauty sits upon thy brow, | “ 

in human consciousness, But, some-|2@nce in the House of Lords on Jan. 20,; “In Chatham’s view his bill was to! But darkness veils thy all of time, | sheer quality. : 

one may be inclined to ask, if Chris- | “Friendly as were Coquelin’s rela- | ; 
1 tions with poets and painters, his most | } 

AND 


1775 . and told Shelburne that he | save now; 
sense ome oat sequent eathalr apr eater tepeed intimate friend was the politician who. 


(fo . he something more than a means of | 
intended ‘to knock at the door of a'syrmounting the present difficulties,|@™Srouded im the shadows of the 
ism seeks to express why has it not had proclaimed the Republic. Every | 
accomplished more toward the true afternoon Gambetta and Coquelin. 
With Key to 
the Scriptures 


At the end of 1774 Franklin “waited | his ideas into shape. in glimpses faint and few 


is rapidly conveyed hither, steam all 
the way; after the beginning of the 
next week, I am in Chelsea, and (I 
dare say) there is a fire in the eve- 
_-, nings now to welcome you there. 
) *) (S¢ Shew face in some way or other. 
o3*, And s6o adieu; for my hour of riding 
“> jp at hand. 
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sleeping and confounded Ministry.’” | past, 
amelioration of mankind? For the could ke cule: teanieee saa: coun | 


‘but almost a declaration of the rights | : , ; 

“A kind of bustle, Franklin noted, | o¢ man. or at least a new Magna | And secret in thy birth as is the blast! 
same identical reason that socialism carriage in the Bois de Boulogne... . 
has not generally succeeded. Chris- He became in time almost equally inti- 


was apparent ,among the officers of! Charta establishing the permanent re- | If, ie the waters and the land wer 
the House when Chatham was seen, as| ations between England and _ her weighed, 

tianity, as usually accepted, or, rather, mate with Waldeck-Rousseau, the | 

as usually misunderstood, is but the chief of the cabinet which was coura- | 


if members were being hastily sum-! colonies.” Thy vast foundations in the deep were 
declaration of a material dogma, or geous enough to undo the hideous | 


moned, for his presence always pre-| “The novel and_ distinguishing | laid; 
saged some affair of importance. The |Or, mid the tempests of a thousand 


feature of the bill was his recognition | 
old war minister, who had ever been 


| years, " 
of Congress. | 
the most uncompromising advocate of 


FREDERICK DIXON, Eoviror 
Evmmunications regarding ng conduct of 
spaper and a es for publicati 
should be addressed to the Editor. re 


George III spoke of | 


r o : 
Congress as an illegal and seditious | “°F through the depths her shell 


the mermaid steers, wrong done to Dreyfus.” 
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creed, and just in so far as so-called 
Christian dogmas have accepted matter 


as a reality, Christianity has been 
placed by its adherents in the same' 
predicament in which socialism finds | 
itself. The great fact is that Chris- 
tianity and true socialism are identical 
in purpose, and when the true spiritual 
basis of unity comes to be acknow!l- 
edged as the only possible foundation 
upon which the unity of good can be 
worked out in human experience, 
there will be no differences to settle 
between Christianity and true social- 
ism. Christianity, for instance, de- 
mands the unity of the faith as its 
ultimate expression upon earth, or as 
Paul tells us in Ephesians: “Till we 
all come in the unity of the faith, and 
of the knowledge of the Son of God, 
unto a perfect man, unto the measure 
of the stature of the fulness of 
Christ.“ The unity of the faith, how- 
ever, is plainly the unity of spirittal | 
understanding, as found in Christian 


|his mysterious motion: ‘that in order | system of representation: Chatham’s 


strong measures against England’s 
enemies, soon unfolded the subject of 


assemblage, Burke feared it aS 4/ \iycterions workmen wrought unseen 
rival to England’s 


‘nearly perfect’ | at thee, ' 

And reared thee like a Babel, in the 
sea; - 

If Afric’s dusky children sought the 
soil 

Which yields her fruits without the 


to open a way toward a happy settle-| genius for government saw in it the 
ment of the dangerous troubles inimeans of forging a new and most 
America, by beginning to allay fer>' powerful link between the mother- 
ments and soften animosities there | country and her colonies. . The 


in their hearts: 


. immediate order be dispatched 

. . for removing His Majesty’s forces 
from the town of Boston.’ When the 
motion had been read out, the knocks 
on the door of the sleeping Ministry 
followed fast: 

““An hour now lost may produce 
years of calamity—lI. contend not for 
indulgence but for justice to America. 
Resistance to your acts was necessary 
as it was just. The Americans are a 
brave, generous, and united people, 
with arms in their hands and courage 
three millions of 
them, the genuine. descendants of a 
valiant and pious ancestry, driven to 
those deserts by the narrow maxims 
of a superstitious tyranny. Of the 
spirit of independence animating the 


object of the bill is summed up in 
these concluding- words of comfort: 
“*So shall true reconcilement avert 
impending calamities, and this most 
solemn national accord between Great 
Britain and her colonies stand an 
everlasting, monument of clemency 
and magnanimity ‘in the benignant 
father of his people; of wisdom and 
moderation in this great nation famed 
for humanity as for valor; and of 
fidelity and grateful affection from 
brave and loyal colonies to their 


‘parent kingdom, which will ever pro- 


tect and cherish them.’” 


A Desert Night 


Science. Hence it is easy to see why' nation of America, I haye the most, jt js evening in the desert 


Mrs. Eddy has said on page 279 of “The; 


authentic information. 


Destroy their! and the blazing sky is dead. 


First Church of Christ, Scientist, and; towns and cut them off from the su-|y¢ ig evening in the desert. 


Miscellany”: “God is Father, infinite, | Perfluities, perhaps the conveniences | 


and this great truth, when under- | 
stood in its divine metaphysics, will | 


establish the brotherhood of man, end! 
wars, and demonstrate ‘on earth’ 


|| peace, good will toward men.’ ” 


Rightly understood, therefore, true: 
socialism and true democracy, as well | 
as true liberty, all stand for one and: 
the same thing, and they are found’ 
only in the spiritual understanding | 
which constitutes true Christianity. ; 
The liberty in which Pau! urges us| 
to stand fast, being the liberty of! 
Christ, Truth, is found in the over-| 
coming of matter, that is, of sin and 
disease, through an understanding of 
Christian Science. This is the liberty 
embraced by true socialism and de- 
mocracy as well-as Christianity. 

‘The best Christian, therefore, is also 
the truest representative of socialism 
and true democracy. This is abun- 
dantly proved by the life of Christ 
Jesus, who is the example of every 
one that honestly desires to live in 
ebedience to Principle and not to pro- 
mulgate a theory only. That is one 
of the sad spectacles of both Chris- 
tianity and socialism, there are too 
many who are quite willing to pro- 
mulgate .some theory or “belief, but: 
few who are willing to deny the lusts 
of the flesh long enough to learn to 


Science, will be found to be the true 


of life ...and they would not lament 
their loss whilst they have—what, my 

ords?—their woods and their liberty. 

o such united force, what force shall 
be opposed? A few regiments in 
America and seventeen or eighteen 
thousand men at home? The idea is 
too ridiculous to take up a moment of 
your Lordships’ time. Laying of pa- 
pers on your table or counting num- 
bers on a division will not avert or 
postpone the hour of danger. It is not 
repealing this act of Parliament, it is 
not repealing a piece of parchment, 
that can restore America to our 
bosom: you must repeal her fears 
and her resentments; and you may 
then hope fof ber love and gratitude. 
I have read Thucydides and have 
studied and admired the master-states 
of the world; it has been my favorite 
study, but I must declare and avow 
that for solidity of reasoning, force of. 
sagacity, and wisdom of conclusion 
. . +» Bo nation or body of men can 
stand in preference to the general 
congress of Philadelphia. With a dig- 
nity becoming your exalted situation 
make the first advance to concord, to 
peace; and happiness; follow the ad- 
vice given by Virgil, a wise poet and a. 
wise man in political sagacity, to the 
first Caesar, to the master of the 
world: “Tuque prior, tu parce: pro- 
jice ‘tela manu.”. .. To conclude, my 
Lords, if the ministers thus persevere 
in misadvising and misleading the 
King I will not say that they can 
alienate the affections of his subjects 
from his crown; but I will affirm-that 


hasten to give it.—Coleridge. 


Though the flaming sun has sped, 
He leaves some flickering embers 
From his fires that burned so bright, 
And shadows steal o’er the desert floor 
To herald the coming night. 

The Will-o’-the-Wisp is dancing, 
But the sunset hides his light. 


It is dusky in the desert, 

In the west is a yellow glow. 

It is dusky in the desert ’ 

When the winds begin to blow. 

Mountain peaks cut the purple sky 

In a black and jagged heap, 

When a sigh breathes out of the 
stillness 

That wakes its brooding deep. 

Then the soft wind sways the sage- 
brush : 

And the sand stirs in its sleep. ... 


The moon is lighting the desert 
From over the mountains’ rim. 
The moon is lighting the desert 
With a light that is silver-dim, 
And the sand is a sea of silver 
That fades mysteriously 

Into the luminous moon-mist 
Beyond which the shadows lie. ... 


—Orville H. Leonard. 


The Bookworm’s Service 


Why are not more gems from our 
great authors scattered over the coun- 
try? ... Let every bookworm, when 
in any fragrant, scarce, old tome he 
discovers a sentence, a story, an fl- 
lustration, that does his heart good, 


tiller’s toil; 

Or, southward wandering 
ous way, 

Came to thy blooming 
swarth Malay;— 

’'Tis darkness all! 
o’er thee rolled, 

Their flight unnoted, and their tale 
untold! 

But beautiful thou art, as fancy deems 

The visioned regions of her sweetest 
dreams; .. 

Bright with the 
poet’s eye 


on his dubi- 
shores the 


long years have 


‘prightness which the 


Araby! 


Methinks I see Australian landscapes 
still, 

But softer beauty sits on every hill;— 

I see bright meadows decked in love- 


lier green, ° 
The yellow cornfield, and the blos- 


somed bean; ; 
A hifndred flocks oer smiling pas- 


tures roam, 
the music of the harvest 


‘“—Thomas Kibble Hervey. 


Coquelin 


“Now and again in 1878 and after- 
ward in later summers when I spent 
a few weeks in Paris, I would make 
my way up‘many stairs and‘ along 
intricate corridors to knock at Coque- 
lin’s door. It was a pleasure merely 
to be in the little parlor, which so 
completely reflected the many-sided 
personality of the actor,” Brander 
Matthews writes in his book, “These 
Many Years.” : 

“When I became acquainted with this 
reception room its chief adornment 
was a series of portraits of Coquelin 
in his most important parts, painted by 
one or another of the artists who were 
his intimate friends. These portraits 


haps fifteen inches in height or a Ifttle 
taller: and when I first saw them they 
were only a dozen or §0. In the course 
of years the collection kept on grow- 
‘ing until at Jast it mumbered more 
than a score.... The interest of 


these portraits in character can be 


gauged by the fact that half a dozen 


Flings o’er the long-lost bowers of, 


were all of the same size, panels per- | 


were painted by Friant, two each by. 


“Interested as he was in politics, in 
poetry, in painting and in the fine arts 
generally, Coquelin never 
any of these avocations to interfere 
with his vocation—acting. His integ- 
rity as an artist was beyond reproach. 
He brought to the art of acting 
extraordinary gifts, an alert personal- 
ity, a keen intelligence, a supple body, 
a most mobile face, and a clarion voice 
of marvelous richness and resonance. 
But he never relied on the advantages 
bestowed by nature; he was an inde- 
fatigable worker, as untiring physi- 
cally as he was mentally.” 

“He described to an inquirer his 
method of study. ‘When I have to 
create a part, I begin by reading the 
play with the greatest attention five 
or six times, First, I consider what 
position my character should occupy, 
on what plane in the picture I must 
put him, Then I study his psychology, 
finding out what he thinks, what he is 
morally. I deduce what he ought to be 
physically, what will be his carriage, 
his manner of speaking, his gesture. 
These characteristics once decided, 
I learn the part without thinking 
about it further; then, when I know it, 


_I take up my man again, and closing 


my eyes, I say to him: “Reeite this for 
me.” Then I see him delivering the 
speech, the sentence I asked him for; 
he lives, he speaks, he gesticulates be- 
fore me; and then I have only to imi- 
tate him.’ . 
“Coquelin’s conversation was always 
interesting, partly because of the full 


flavor of his individuality. He wrote! 


as well as he talked; and he revealed 
his acute critical faculty in half-a- 
score littlé books, in which he dis- 
cussed his own calling (‘L’Art du 
Comédien’), 
comic characters of Moliére (notably 
Tartuffe), and several of the contem- 
porary poets who were his friends; 
especially noteworthy is his analysis 
of ‘Un Poété Philosophe,’ Sully-Prud- 
homme. Of course, he wrote well; all 
actors’ do who happen to have some- 
thing to say, since they acquire uncon- 
sciously vocabulary and style from 
the parts which they are called upon 
to learn, parts composed by men who 
are liberal with the winged words of 
poetry,.or who command a polished 
prose.” | 


‘ .-An- Obstacle - 


For most .people an obstacle is 
something in the way to stop going on, 
but for General Armstrong it merely 


allowed | 


several -of the leading | 


meant something to climb over, and if 
he could not climb all the way over 
he would 
and then crow!—General Marshal. 


get up as high, as peecible | 
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The Bureau Again 


THERE is a well-known sentence of Mrs. Eddy’s, in 
which she warns the world against mistaken sympathy. 
To be exact, the sentence occurs on page 211 of her 
“Miscellaneous Writings,” and is contained in the words, 
“The sickly charity that supplies criminals with bouquets 
has been dealt with summarily by the good judgment 


; 


of people in the old Bay State.”” This is a mental condi- 
tion which it is wise to keep in mind at all times, for the 


human mind, which is. the arch-déceiver, frequently 
expresses a tenderness for its own delinquencies, in mak- 
ing excuse for similar or worse frailties in its neighbors. 
Now there never was a time when it was perhaps 
more necessary to remember this, on the political stage, 
than today. The Bureau of Enemy Psychology is per- 
fectly aware of the trait, and is already beginning to 
attempt to use it, to discount the pains and penalties 
incurred by the authors of the present war. 
German reply to Mr. Wilson has this note skillfully hidden 
in nearly every line of it. Indeed, the Bureau of Enemy 
Psychology is now engaged in exploiting every weakness 
of the allied nations, which it imagines can be used 1n its 
own interest. Is there any national vanity, that national 
vanity shall be appealed to to cause dissension in the 
allied ranks; is there any jealousy of peoples, that jeal- 
ousy shall be excited against another ally; is there any 
fear of national competition, that fear shall be aggra- 
vated in every way, so as to promote dissension. And 
all this is done under that mask of that fictitious truth- 
fulness, which was alluded to by the great Latin poet 
when he wrote “Decipimur specie recti,’"—we are deceived 
by the appearance of right. Horace knew perfectly well 
what he was writing about, and knew how to clothe his 
thoughts in the most appropriate language. But Horace 
lived in an age when the depths of mental suggestion had 
not begun to be sounded. Punic faith, “Fides ‘Punica,”’ 
might be as excellent a term for utter faithlessness as 
“Scrap of paper” has since become, but the Carthaginian 
lacked the organized service of mental propaganda, which 
the German has known so well how to avail himself of. 
Thus, when German propagandists explain, to the people 
of the United States, that they have won the war, they do 
so watching askance the effect across the St. Lawrence, 
as well as the effect beyond the Atlantic. In the midst 
of such compliments it is, therefore, as well to remember 
that thé country which is now complimented on its mili- 
tary achievements, is the country which it was declared 
only a few months ago was of absolutely no military 
effect at all, and whose army was held up to derision 
in the German press, in the way the “Old Contemptibles” 
of the United Kingdom had been held up to derision in 
the day of the retreat from Mons. But the “Old Con- 
temptibles” are marching on Mons this morning, and not 
away from it, and the drum and the trumpet, bought 
for a few sous in a toy shop in Namur, are playing 
“Tipperary” and “The British Grenadier” once again 
along the road to. Maubeuge. When, therefore, the 
Bureau of Enemy Psychology circulates the suggestion 
which comes neither from the sky nor from the sea, 
neither from the land nor out of the wind, that General 
Pershing should fix the terms of the proposed armistice, 
it is well to remember that it is Marshal Foch who is 
the commander of the allied armies; that it was General 
_ Pershing who,.in the name of the President of the 


United States, placed the services of the United States, 
troops generously and unreservedly in the hands of the * 


generalissimo ; that it was Sir Douglas Haig and General 
Pétain who sat one day at a table with the. Marshal, when 
the generalissimo explained his plans to them, and they 
gave him their most unqualified assurance of cooperation; 
and that it was Mr. Lloyd George whose utterly unselfish 
cooperation Marshal Foch has only recently declared was 
the essential factor in promoting the unity of the allied 
ommand. Therefore, is it in vain that the secretary 
of the Department of National Jealousies, in the Bureau 
of Psychology, gets up early to spread the net before 
the American eagle and the Gallic cock, and to try to set 
the snare for the British lion. | 
But, perhaps, an even more dangerous conspirator is 
the secretary of the Department of Human Sympathy. 

It was Wordsworth who once declared that the very 

“Sun, moon, and stars, all struggle in the toils 
Of mortal sympathy”: 

and Wordsworth, like Horace, had an extraordinary 
facility for stating facts perfectly. Already the world 
is being told that Germany has made mistakes, but that 
it 18 umgenerous to say nothing of un-Christian to deal 
too hardly with a conquered enemy. Indeed, the last 
German note. literally bristles with the plea that 
Germany has been misjudged. Never, literally never, 
the note declares, has Germany unjustifiably damaged 
private property, except in a few. instances, so 
few as to prove the rul®, where the delinquency of an 
individual trooper may have got the better of the dis- 
cipline of the army, or the national respect for “scraps 
of paper.”” Now in the face of what has taken place this 


is as bad, as has recently been pointed out in these. 


columns, as the Dey of Algiers declaring that the great 
East Indiamen had never suffered wrong except from 
some ill-conditioned corsair out of the great Mediter- 
ranean port of fey. — Teach or Bence buccaneer of Aves, 
some respectable Mr. Jose uemeling or Captain 
Morgan, or even a worthy Monsieur F atte L’Olon- 
nois, explaining, in-the mannet of Mr. Chadband, that 


the phrase “walking the plank” was a perfect mystery to. 


them. Everybody knows what the Germans have done 


ov the frontier to Noyon or Chatéau-Thietry, but at 
he very moment when the ink was hardly dry \on this 


+: 


note, they were reducing the great mafiufacturing city 


A! 


of Roubaix to the condition which Mr. Kipling has typi- 


_. . fied as a “rain-washed bone.”” The correspondent of The 


Matin, as stated in the issue of this paper for Wednesday, 
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The latest - 


has summed up the enthusiasm of the Germans, for. 
private property, in a city they had only evacuated while 
the note was being written, in these words :— 

“A German commission was appointed charged with the 
destruction of everything which: might be advantageous to 
the resumption of industria) life in the region. The com- 
mission ‘did its work enoresyny It removed the cattle, all 
the transport facilities, and blew up the station,_ bridges, 
and. mills. On the day of the ture of Menin, 10,000 
inhabitants of Roubaix were deported to Valenciennes under 
abominable conditions. On Wednesday last the Germans 
demanded of the mayor; payment of 600,000 frances for the 
billeting of troops and the purehase of coal. The mayor 
haying refused, the Germans broke open the communal safe 
and seized 450,000 francs, leaving only 100,000 francs for 
urgent. relief work.” 


Yet in the face of this Germany pleads for sympathy! 

It is well that it should begin to be understood what 
the Allies are dealing with in this year of Armageddon. 
One man at any rate understands it fully, and that man 
is the President of the United States. And his reading 
of the situation he has made clear in words it would be 
difficult to improve upon. ‘“‘Delenda est Carthago,” there 
must be an end, if it may so be translated, to the 
Carthage of Punic faith, 


Intimidated by Liquor 


THE reason why the traffic in liquor is still permitted 
in the United States is to be found in the fact that the 
distilling interests and the brewing interests are intim1- 
dating United States politicians. _The President has 
long been empowered with authority to suspend the tra f- 
fic in the interest of public policy; he has been author- 
ized by Congress to create prohibition zones throughout 
the country at his discretion, but the President finds it 
unwise, or at least impolitic, to go counter to influences 
in and out of Congress, in and out of public life, that’ 
may be essential to him in the general conduct of the 
war. , 

These interests, commercial, industrial, and financial, 
are bound up with the distilleries, with the liquor in 


‘storage, with the liquor upon which great loans have 


been made, and with the immense brewing concerns 
that are now spending money like water in newspaper 
advertising and in newspaper purchase, to prévent or, 
at least, to postpone, the annihilation of their business. 

As an instance of the means resorted to in order to 
prevent the anti-liquor sentiment of the country finding 
expression in definite legislation, it will be well*to quote 
the following dispatch from Washington, under date 
of Oct;-21: 

War-time prohibition was sidetracked once more today 
when the Senate refused to recede from its position in 
regard to the Pomerene rent profiteering amendment which 
has been tacked on the bill in the Upper House, and sent 
the bill back to the conferees. Both of these important 
pieces of legislation are part of the $11,000,000 Food Pro- 
duction Stimulation Bill and both were worked into the 
measure with the result that an entahglement has been 
effected which probably will hold up all these measures 
indefinitely. 

With one excuse or another, the bill carrying the 
war-time prohibition.rider has been held back for months. 
It is manifestly intended now to keep it back until after 
the election, or to défeat it altogether. Certain admin- 
istration Democrats have taken great credit to themselves 
for inaugurating certain prohibition war-time anti-liquor 
legislation, and point to the record in this respect made 
by the Democratic Party whenever criticism is expressed, 
but the fact remains that there is no war-time prohibi- 
tion, nor prospect of there being any, in. actual operation. 

The brewers are spending money lavishly in news- 
paper advertising, with the hope and purpose of silenc- 
ing newspaper opinion. They are not, however, stop- 
ping here. They are buying newspapers to be edited 
and published in their interest. That they are contribut- 
ing toward funds to carry on a reactionary campaign is 


evident from news arriving from various parts of the 


country. With the newspaper press which they own or 
control, they hope to intimidate politicians; it is clear 
that they have persistent friends in Congress now, and 
it is equally clear that they will make a great effort ta 
increase the number of.these friends in the election 
of next month. ‘ 
Prohibitionists who think the fight has been won for 
war-time prohibition are greatly mistaken. It is neither 


‘ reasonable nor fair to place all the responsibility for 


holding back the interdiction of the trafhe upon the 
President. He has many public irons in the fire, some of 
them demanding more. immediate and serious attention 
even than prohibition. He is bound to keep the winning 
of the war in view above all else. The part of the public 
is to make it easier for him to overcome the influences, 
in and out of his party, arrayed uncompromisingly against 
prohibition. In the coming elections every candidate 
tinctured with the liquor influence should be defeated, no 
matter what his politics. ) 

Ifthe distillers, the brewers and their allies are bent 
upon a policy of intimidation, it is within the power of 
the prohibitionists of the nation to meet that policy and 
crush it. 


New York Harbor Improvements. 


.. Tue director of the port.of New York, Murray 
Hulbert, ‘is forehanded in’ pointing out to Charles L. 
Craig, chairman of the committee on port and terminal 
facilities of the Board of Estimate and Apportionment, 
that a very large amount of money, more than $20,000,- 
000 must be. provided for improvement ofthe harbor 
during the next four years. The requirements of the 


present receive attention, ‘of course, but Mr. Hulbert . 


sees, what every responsible official and manager must 
of necessity see in the ‘near future, if he is to keep pace 
with the times, that the dawn of peace will usher in public 
improvements and private enterprises on a scale beyond 
any heretofore undertaken in the United States. The 


future needs of New York Harbor may be taken as typi- 
fying the expansion which the war and its results will 


have made necessary in-all parts of the country. ) 

New York, more than any other port in the United 
States, has.always been disposed to look closely into its 
harbor requirements and to provide for them liberally, 


but during the last four years the requirements of the 
harbor, despite large expenditures, have outrun its — 


‘year. 


facilities. Difficulties were experienced during the last 
year in accommodating 4365 vessels; with ships in con- 
struction which will increase the United States merchant 
marine total by 1,500,000 tons, there will be no dock 
room for New York’s share of the increase’ by. next 
ar. And this does. not: take into account the new 
shipping that is being added by Great Britain, or the 
shipping that peace will liberate from government com- 
mission, or the shipping now tied up-in neutral harbors 
and which will put to sea as soon as the war is over. The 


“Port Director of New York says that were it not ‘for 


the uncertainty of the present conditions he would ask for 
an outlay of five times the amount already named. 

_ Although iie no more than barely hints at it, there 
is no doubt that Mr. Hulbert sees a very great change 
in store for the port of New York. ° Expansion of the 
harbor has long been promised, or perhaps it would be 
more nearly correct to say, threatened. _He contents 
himself with saying that, in his judgment, a readjustment 
of conditions will be required, after the war, which will 
necessitate the zoning of the port for water transporta- 
tion purposes; but there are needs that can be discussed 
with certainty now, which he believes will form a sub- 
stantial basis for, and will harmonize with, any post-war 
plan that may be conceived or adopted. © 


_ If-there is ground for reports to the effect. that the 
United States intends to adopt “free ports,” the develop- \ 


ment of Jamaica Bay will, in his judgment, receive tre- 
mendous impetus, but he ventures upon none of the 


‘schemes of enlargement which were thoroughly discussed 


a few years ago. Montauk Point is not even mentioned, 
nor are any dock extensions in the Sound. Neverthe- 
less, if the constant complaint of congestion in the harbor 
is considered, one of two things would appear to be 
inevitable, namely: the clearing out of every non-essential 
dock occupant on the present waterfront, or the creation 
of a new harbor. Finally the question will probably 
resolve itself into a decision, on the part of the city, to 
preserve the Manhattan waterfront for the lighter ship- 
ping, supply vessels, coast vessels, pleasure vessels, and 
so on, and to find accommodation for ocean liners in great 
terminal docks.close by. 


St. Martin’s Summer 


THE story is told by a writer of how, one day in mid- 
December, he was walking along the towing path of an 
old canal in Yorkshire. It was late afternoon, on one of 
those strangely mellow days which come, every now and 
again, in an English December, a day of m#t and still- 
ness and golden hazy sunlight, and the writer came upon 
two countrymen standing by the gate of a cottage cldse 
by the path. He greeted them, and was moving on when, 
suddenly, there rang out from a little copse close by 
the most wonderful spring softg of a thrush. He paused 
involuntarily to listen, and then, as the song ceased, heard 


one of the countrymen remark emphatically, evidently 


addressing the bird, “Nay, lad, thou’s made a mistake.” 

The incident is typical, of course, of the way England 
has of arranging her seasons. She leaves them all behind 
reluctantly ; she forestalls them shamelessly. The thrush 
had not really made a mistake. Under the leaves, in some 
sheltered nook, close by, green shoots were already begin- 
ning to push their way up to the light. Catkins were 
already -forming on the hazel trees, -and the delicate 
tracery of the willow was already a fuller red 
than when the last leaf had fluttered to the ground a few 
weeks before. Three months might have to pass before 


‘all the world would notice it, but spring was already 


— 


_form of the Mop Fair, or Runaway Mop, when those who 
had not been hired on the first day had a second chance. 
Where the name came from, no one has really determined. © 
From the old English word, meaning tuft or tassel, say 
- gome;'an allusion to the badgés worn by those seeking 
new masters, but no one can?tell with any certainty. 


naking its preparations before winter had properly taken 
over affairs. , 

And so it is with summer. England returns to it, 
again and again, long after the calendar declares that it 
is past and over. St. Luke’s summer, in mid-October, is 
wonderful enough when it comes, for the meadows, green, 
anyway, all the year round, are brighter than ever from 
the cutting of the aftermath, and the trees too are still 
green, or a golden brown. But St. Martin’s summer, in 
mid-November, is still more wonderful, for it always 
comes as a real surprise. The days are almost at their 
shortest. Everything is “up” and stored away. Summer 
has long since passed into autumn, and autumn is fast 
giving way to the dark time of the year, and then, one 
morning, comes a summer day, soft airs and blue skies, 
and roses, pansies, chrysanthemums, and marigolds in 
the gA4rden opening out to the sunlight. And it always 
comes. Sometimes, it is true, its visit is fleeting, just 
a day or two and then away again, but sometimes, too, 
it stays much longer, and, marning after morning, the 
sun rises above the mist into a clear blue sky, and sets 
amidst a glory gf the red and gold. 

It- was at this time of the year, at Martinmas, with a 
promise of a St. Martin’s summer, that every important 
country town in the old days had its hiring fair. These 
events still take place in Wales, and in some parts of 
England, though they are nowhere now the great occa- 
sions they used to be. The day was a day of general 
jubilee. All contracts came to an‘end, and the farm hand, 
having seen the last potato pit covered with straw, and 
having filled: in many wet days with “hedging and ditch- 
ing,”’. and many fine ones with‘thatching, hied him, if ‘he 
had a mind to “better himself,’ to the nearest country 
town on Martinmas Day to seek a new: employer. 

. To the town also came the farmers, and each town 
had its own particular way of conducting its fair and its 
own particular customs.. In Cumberland, the men seek- 


ing-work would stand with straws in their mouths, whilst, 


in Lincolnshire, the bargain between the farmer and his 
new hand would be closed by:the giving of the “fasten- 
penny,” that is to say, the earnest mohey, isually a shil- 
ling, which fastened the contract. until Martinmas Day 
should come round once more.. Most of the business was 
done on the great day of the fair, but, as is the way with 
many fairs in England, Martinmas Fair was wont to 
experience a kind of revival, a few days later, in the 


; fits ys 


Anyway, the name was the least part about it. To master, 
and man and countryside, thé Mop Fair was just part 
of Martinmas Fair, great occasions both, and true fair 
weather was the weather of St! Martin’s summer. 


Notes and Comments 


UNITED States district attorneys have been directed 
by Attorney-General Gregory to give full publicity to the 
recent Act of Congress intended to prevent corrupt prac- 


tices in senatorial and congressional elections, and to be 


prepared to prosecute any persons charged with violation’ 
of the law. Violators are subject to a fine of $1000 or 
one year’s imprisonment, or both. Was it not said, in a 
state not a thousand miles from Massachusetts, recently, 
that ‘politicians regarded this Act as a joke? And does 
not the proposition that the alleged humor in it should be 
tested to the limit, at the very first opportunity, still hold 
good ? 


AMONG the witnesses to the brigandage of the Ger- 
mans in France in 1870-71 is Alphonse Daudet. Writing 
during the Commune, he says the Germans behaved as 
Palikao did when he sacked the Summer Palace at 
Peking. What he says of the King of Saxony would > 
apply equally well to the Crown Prince of the present 
day. “He toiled,” says Daudet, “night and day with 
his crew, and it appears that his highness does things 
thoroughly. Happen what may, my lord is secure from 
starvation. The day his wages are stopped he will be 
able, at his choice, to open a French bookstall at the 
Leipsic fair, or be a clock-seller at Nuremberg, or a 
pianoforte agent at Munich, or even a dealer in second- 
hand goods at Mannheim on the Main. Our summer ° 
palaces have furnished him with all these facilities, and 
that is, no doubt, why he conducted the pillage. with so 
much animation.”’ : Dia 


2 


It 1s the Crown Prince, with this difference, that the 
King of Saxony, being “one of the little Tom Thumbs of 
Southern Germany,” expected to be gobbled up sooner 
or later by the Berlin ogre, and was taking his precau- 
tions in consequence. The Crown Prince has always 
expected to be a German Emperor. But now even a 
second-hand stall at Mannheim on the Main may prove 
too good for him. eo 


A RESPECTED New York contemporary, describing a 
shaft to be erected in that city in commemoration of the 
United States Liberty loans, remarks casually that “it 
will be designed on the lines of the Bunker Hill Monu- 
ment at Washington.” Now, while this contemporary 
is about it, why should it hesitate to suggest, as an 
alternative, that the proposed New York shaft be de- 
signed on the lines of the Eiffel Tower in London? * 


Ir APPEARS that some of the Mennonites who emi= 
erated from Germany to Russia, and from Russia to the 
United. States, to escape military duty, and who recently 
emigrated to Canada from the United States to escape 
the draft, are returning from Canada to the United States 
to escape conscription.. Putting aside everything else, it 
would be interesting to learn how much time and money 
these people have spent in connection with transportation, 
from first to last, in order to escape the ultimately 


unavoidable. 


“DINKUM” and its etymology have been the subject 
of a good deal of talk in a well-known London paper’s 
“Office Window.” . The conversation on the subject 
winds up. with a good story told by an Australian trooper 
who took part in the Gallipoli campaign. A party of 
Australians who had lost their bearings ‘somewhere in 
Turkey’? were met by‘a stranger in khaki who, speaking 
in excellent English, offered to show them the way back 
to their lines. “Is it dinkum?” asked a suspicious Aus- 
tralian, looking at the stranger. “Yes, I’m Captain 
Dinkum,” he replied. That put an end to the incident and 
—to Captain Dinkum. By the way, “dirikum” evolved 
as a word in the gold-digging days in the Antipodes, 
and meant then and means now fair, straight, true. 


THE “new” and reformed German Government, in 
its plea for peace, desires to have it understood that it 
will no longer permit German submarines to attack pas- 
senger vessels. From this it would appear that passenger 
vessels are less menacing to German kultur than hospitals 
or hospital ships, because, up to date, Germany con- 
tinues to bomb hospitals without hesitation, compunction, 
or mercy. The “new” and reformed German Govern- 
ment, however, may later concede the immunity of hos- 
pitals, and later still may promise to suspend brutalities 
directed toward women and children, in return for ex- 


pected friendly consideration. 


STONEHENGE, England's immemorial monument, has, 
thanks to private generosity, now become the property 
of the British nation. The announcement, in this fourth 
year of the war, will mean something to.many men from 
the earth’s four corners to whom, but for their sojourn 
in some military camp on Salisbury Plain, Stonehenge 
would have remained but a name. Yet it verily is one: 
of the world’s. wonders, and was recognized as stich in 
the days of Peter of Langtoft. The Thirteenth Cen: 
tury chronicler speaks of “a wander wit of Wiltshire 
rambling to Rome to gaze at antiquities, and there 
skrewing himself into the company of antiquarians ; they 
entreated him to illustrate unto them that famous monu- 
ment in his country called Stonage. His answer was that 
he had never seen, scarce ever heard of it, whereupon 


‘they kicked him out of doors and bid him goe home and 


see Stonage.”’ ! 
-- Ir rt had been possible to rob that “stupendous monu- 


ment,’ as John Evelyn called Stonehenge, of its. Wonder, 


the wire railing which has been placed around it of late 

years and the tarelessness of trippers would have accom- 
plished its defacement. But in spite of these drawbacks 
to its natural impressiveness Stonehenge has not lost its. 
grandeur. It.inspired Henry James, that American 
lover of England, with a fine description im his “English 
Hours.” ‘‘Those immemorial gray pillars,” he says, 
“may serve to represent for you. the: pathless vaults 
beneath the house 6f antiquity.” Pages 


-_ 


